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PREFACE. 



In the preparation of the following Treatise; the author 
has endeavored to present, in as concise and methodical a 
form as possible, the material facts and principles which 
relate to the Mechanical Department of Dental Practice in 
its present advanced condition. In the accomplishment of 
this undertaking, the primary and leading purpose has been to 
famish the Student and more inexperienced Practitioner with' 
a Practical Guide to the manipulations of the laboratory, 
with accompanying elucidations of the Elementary Principles 
which underlie the practice of this important specialty. In 
furtherance of this design, all matters, discussions and com- 
mentaries not strictly material, have been carefully excluded. 

The arrangement and treatment of the various subjects 
embraced, are such, it is believed, as will best facilitate the 
student in the acquisition of a knowledge of the department 
alluded to, and the practitioner in the intelligent and suc- 
cessful conduction of the manipulations which appertain to 
this branch of Practical Dentistry. 

In the belief that these objects have been mainly accom- 
plished, the work is respectfully submitted to the profession. 



J. Richardson. 



Cincinnati, October 1, 1860. 
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PART FIRST. 



METALS EMPLOYED IN DENTAL LABORATORY OPERATIONS, 
WITH PRELIMINARY OBSERVATIONS ON THE DIF- 
FERENT MODES OF APPLYING HEAT. 






CHAPTER I. 

DIFFERENT MODES OF APPLYING HEAT. 

The application of heat to the various mechanical 
processes of the dental laboratory would seem to require 
a brief description of some or. the agencies employed for 
the purpose. As full a description of the appliances 
used will be introduced as is compatible with the scope 
of the present work. 

BLOWPIPE. 

Various modifications in the form of the blowpipe 

have been introduced from time to time, and are named 

according to the means used to produce the blast, as, 

Mouth, Bellows, Self Hiding •i^r Spirit^ and Hydrostatic 

Blowpipe. 
2 
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In addition to the varieties mentioned, there are 
others used in produciog extreme degrees of heat, as 
the ^^ oxygen blau-pipe" with which the flame is blown 
with a jet of oxygen ; and another, with which the two 
gases, oxygen and hydrogen, are burned, called the 
" oxy-hydrogm hlowpipe" The latter is capable of 
producing a heat that immediately fuses the most refrac- 
tory substances, as quartz, flint, rock-crystal, plumbago, 
&c. With it, gold is volatilized, and iron rapidly con- 
sumed when placed in the flame ; while platinum, next 
to iridium, the most infusible of all known metals, has 
been melted ia quantities exceeding one hundred ounces 
by means of this powerful instrument. As, however, 
these blowpipes are of no special practical utility in the 
dental laboratory, aoy further reference to them will be 
omitted. 

Mouth Blowpipe. — This instrument has been long in 
Qse, ia simple in its form aftd construction, and, for gen- 
eral use in the application of moderate degrees of heat, 
is both convenient and economical. Those accustomed 
to its use are enabled to produce a continuous blast of 
considerable force, and soon acquire the facility of regu- 
lating the heat produced with equal if not greater preci- 
sion than can be readily attained in the use of either of 
the other varieties mentioned. 

The most simple form of the mouth blowpipe is shown 
in Fig. 1. It consists usuaUy of a plain tube of brass, 
larger at the end applied to the mouth, and tapering 
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gradually to a point at its other extremity^ the latter 
being curved and tipped at the point with a conical- 
sbaped; raised margin to protect it from the action of 
the flame : the calibre of the instrument terminates 
here in a very small orifice. The point of the instru- 
menty as well as that part of it received into the mouth , 
is sometimes plated with a less oxydable metal than 
brass, as silver or platinum. The stem is generally from 
twelve to twenty inches in length, and the mouth 
extremity from one-half to three-fourths of an inch in 
diameter. 

In operations requiring protracted blowing, a some- 
what difierent form of the instrument will be required, 
owing to the accumulation of moisture within the 
tube, which, being forcibly expelled from the orifice, 
spirts upon whatever is being heated and interrupts the 
blast ; also, on account of the fatigue which in process of 
time renders the muscles of the mouth and face engaged 
in the act to a great extent powerless. 

The difficulties mentioned may be obviated in a great 
measure, by employing the form of blowpipe represented 
in Fig. 2. To the mouth extremity is attached a circu- 
lar concave flange or collar which receives and supports 
the lips. To the shaft, near its curved extremity, is 
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^^^^jueted either a spherical or cylindrical chamber, which 
collects and retains the moisture as it forms within the 
pipe. By allowing that part of the tube connected with 

the curved end to pass part way into the chamber, a | 

basin is formed at the depending portion of the latter, I 

whiehj by collecting the fluids, will eifectually prevent I 

them from overflowing and passing into the tube beyond. I 

Thei'e are other modifications of the mouth blowpipe | 

somewhat allied in form to the one last described, but I 

as they are constructed more especially for chemical I 

esaminations or analyses, and as they possess no advan- ] 

tages for dental purposes over those already mentioned, I 

a description of them is not deemed necessary. I 

Meehanism involved in the act of producinff a cotitinuoua I 

blast with the mouth bhicpipe. — As a steady, continuous I 

current of air from the blowpipe is preferable to the in- I 

terrupted jet, in all those operations where it is desired | 

to produce a steadily augmenting heat, the following re- I 

marks, explanatory of the method of producing it, are I 

subjoined in the belief that they will render easier a I 

process not always readily acquired. I 

j " The tongue must be applied to the roof of the mouth, j 

so as to interrupt the communication between the pas- I 
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sage of the nostrils and the mouth. The operator now 
fills his mouth with air, which is to be passed through 
the pipe by compressing the muscles of the cheeks, 
while he breathes through the nostrils, and uses the 
palate as a valve. When the mouth becomes nearly 
empty, it is replenished by the lungs in an instant, while 
the tongue is momentarily withdrawn from the roof of the 
mouth. The stream of air can be continued for a long 
time without the least fatigue or injury to the lungs. The 
easier way for the student to accustom himself to the use 
of the blowpipe, is first to learn to fill the mouth with air, 
and while the lips are kept firmly closed to breathe 
freely through the nostrils. Having effected this much, 
he may introduce the mouth-piece of the blowpipe 
between his lips. By inflating the cheeks, and breath- 
ing through the nostrils, he will soon learn to use the 
instrument without the least fatigue. The air is forced 
through the tube against the tlame by the action of the 
muscles of the cheek, while he continues to breathe 
without interruption through the nostrils. Having be- 
come acquainted with this process, it only req^uires some 
practice to produce a steady jet of flame. A defect in 
the nature of the combustible used, as bad oil, such as 
fish oil, or oil thickened by long standing or by dirt, 
dirty cotton wick, or an untrimmed one, or a dirty wick- 
holder, or a want of steadmess of the hand that holds 
the blowpipe, will prevent a steady jet of flame. But, 
frequently, the fault lies in the orifice of the jet, or too 
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small a hole, or its partial stoppage by dirt, which will 
prevent a steady jet of air and lead to difiBcalty. With 
a good blowpipe, the air projects the entire flame, form- 
ing a horizontal, blue cone of flame, which converges to 
a point at about an inch from the wick, with a larger, 
longer, and more Inminous flame enveloping it, and ter- 
minating to a point beyond that of the blue flame."* 

Bellows Blowpipe. — This form of blowpipe, although 
superseded in a great degree by other modifications 
more recently introduced, is well adapted to all the 
minor operations of the shop, provided it is so con- 
structed as to produce a continuous and equable current 
of air. A very eflScient form of this apparatus, con- 
trived by Drs. McDaniels and Roudebush, ia exhibited 
in Fig. 3. It consists of 
three distinct chambers; 
two lower ones, separated 
from each other in the 
* center, and one above, 
1 communicating by valvular 
openings with the former. 
The basement boards of 
the lower compartments are accurately joined to each 
other in the centre with an inclination like that of an 
ordinary roof; are each about six inches square and 
have apertures in the centre with valves opening up- 
ward. The upper borders of these chambers are formed 
" " The Prui'licul use of the Blowpipe." Aoun. 
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by the treadle or footrboard, consisting of s plain board, 
equal in length and breadth to both chambers, and ad- 
justed by means of hinges to the basement pieces where 
they unite in the middle : — strips of India rubber cloth 
being glued along the joints on either side to prevent 
the escape of air from one chamber into the other. The 
upper chamber is formed from a strip of board of equal 
length and half the breadth of the treadle, the ends and 
sides being closed, as also the lower apartments, with 
pieces of leather so arranged as to admit of expansion 
and closure of the air chambers. The lower chambers 
communicate with the upper or receiving chamber by 
means of an aperture in the top of each of the former 
with valves opening into the receiver. The moveable 
top of the npper chamber should be bound down with 
compressed spiral wires arranged internally, or by strips 
of India rubber tacked to the borders of the chamber 
externally so that when the lid of the latter is forced 
open by the injection of air from the lower chambers, a 
steady compression of the contained air will be made, 
forcing it with a steady and continuous impulse into the 
rubber tube connected with the receiver ; the force of 
the current being regulated by the power exerted in 
depressing either end of the treadle with the foot. 

The modus operandi of this blowpipe when in use is 
briefly as follows ; One end of the treadle being forced 
down, the contained air of the corresponding chamber 
underneath is urged through the valvular opening above 
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into the receiver, while the air at the same time rushes 
in through the opening in the bottom of the opposite 
chamber, filling the latter : the other end of the treadle 
being pressed down, the air in the chamber below is. in 
like manner, also thrown into the receiver through the 
opening on the same side above ; thus, by an alternate 
action of the treadle, the receiving chamber is kept con- 
stantly replenished. 

Self-acting or Spirit Blowpipe. — With this instrument 
the flame is blown with the vapor of boihng alcohol or 
whiskey. Several varieties have been introduced within 
the past few years, some of 'which are well adapted to 
■dental laboratory operations, while others, owing to too 
great a complexity of mechanism in their construction, 
by which their action is rendered uncertain and hable to 
frequent and perplexing inteiTuptions, have no^ been 
generally adopted ; others, again, are regarded as too 
unsafe and inconvenient for laboratory uses. 

One of the best implements of the kind, simple in its 
construction and design, and at the same time safe, con- 
Yenient and manageable, is what is known as " Hollely's 
Self-acting or Spirit Blowpipe." A description of this 
apparatus will serve to coAvey a sufficiently distinct idea 
of the principle involved in the various modifications of 
the blqwpipe under consideration. 

The accompanying cut, Fig. 4, exhibits the difl'erent 

[parts in their proper relation when in use. It consists 

f a cylindrical boiler, usually of brass, with a square- 
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capped safety valve on top, so arranged as not to admit 
of complete closure, thereby rendering an explosion of 
the boiler impossible. The pressure of the contained 




vapor, and, by consequence, the power of the jet may be 
increased by turning the thumb-screw connected with 
the valve forvvard, and lessened by a reverse movement 
of the same. The valve fixture may be removed by 
unscre^ving it, and alcohol introduced into the boiler 
through the opening; the latter being from one-half to 
two-thirds full when in use. To the top of the boiler 
near the side two pipes are attached communicnting with 
the interior of the boiler, and which are provided with a 
gauge-cock, by which the operator is enabled, by a partial 
rotary movement of a thumb-screw, to control, somewhat, 
the force of the vapor current through the pipes, and 
also to transfer the jet from one pipe to the other, as he 
may desire a pointed or spreading flame ; or a commin- 
gling jet from both pipes may be simultaneously pro- 
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daced whenever a very large and diverging flame is 
required. 

A small alcohol lamp being lighted, is placed under- 
neath the boiler, when, after the lapse of a few minutes, 
a current of vapor will be forcibly expelled from the 
orifices of the pipes, and may be directed against the 
flame of any of the lamps in common use for heating 
purposes. 

A blowpipe like the foregoing will be found service- 
able in all operations requiring a protracted blast, and, in 
common with the bellows and hydrostatic blowpipes, 
will be found of especial service to those whose eyes and 
lungs are injuriously affected, as they sometimes are, by 
the use of the mouth blowpipe. It is also portable, as 
the various parts of which it is composed may be readily 
detached and packed within a small space. 

Hydrostatic Blompipe. — This blowpipe is of compara- 
tively modern origin, and for many purposes in the den- 
tal laboratory is the best that has yet been introduced. 
With it, a constant, equable, and forcible current of air 
may be produced and maintained for a length of time 
equal to the capacity of the water-chamber; and for all 
operations requiring a high and steady heat it is invalu- 
able. 

Fig. 5 represents an apparatus of this kind, which is 
so simple and economical in its construction, that every 
dentist may, with little trouble and at a trifling cost, 
provide one for his laboratory. 
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By reference to the annexed illustration, it will be 
seen to consist of a tank or cylinder made of sheet-iron, 
zinc, or copper, of variable dimen- 
sions, usiiftlly, however, from four 
to six feet in length and from 
twelve to twenty inches in diar 
meter. To the side of the cylinder 
near the bottom a pipe with fauiet 
is attached, called the " supplj 
pipe," and is designed to convey 
water to the tank ; another 
attached to the bottom, termed 
the "waste pipe," and is used to 1 
discharge the contained water 
To the centre of the top of the 
cylinder is adjusted a stop-cock to freely admit the 
ingress of air when the water is being discharged, with- 
out which the sides of the cylinder would tend to collapse 
on the formation of a vacuum within. An India rubber 
tube is also united to the top of the cylinder on one, 
side, and is attached at its other end either to an ordi- 
nary mouth blowpipe or gas jet. 

The water being admitted to the tank through the 
supply-pipe, the contained air is compressed and forcibly 
expelled through the air-tube and orifice of the blowpipe 
upon the tlame ; the force of the jet being regulated by 
the stop-cock connected with the supply-pipe. "When 
the cylinder becomes filled, or partially so, the faucet on 
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top should be opened and tlie water drawn off through 
the discharging pipe. A small glass tube, communicating 
with the interior of the cylinder on one side near the 
bottom, extending up the side, and again entering the 
cylinder at the top, will be found useful as a guide to 
determine, at any time, the depth of water in the tank, 
the water in the tube maintaining the same level with 
that in the former. 

Those unable to command the facilities afforded by 
water-power, may avail themsehes of the following con- 
trivance which combines mainly all the advantages of 
the blowpipe just described : A cylinder of the form 
mentioned, but with an open top, is partly filled with 
water, and another, similarly formed but inverted, or 
with its closed end above, is made to fit and slide into 
the first. Weights are then placed on the top of the 
inverted tank, when the air within the latter will be for- 
cibly compressed and impelled, as in the other case, 
, through an aii'-tube attached to its upper closed ex- 
it treniity. 

6. The oil or alcohol lamp in common 

use will serve for either of these blow- 
pipes, but a gas-jet, whenever it can 
be conveniently commanded, is pre- 
ferable to either. Fig. 6 represents 
an improved apparatus employed in 
the application of the air-jet to the 
gas-flame. 
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A moveable gas-jet, attached to two short arms of an 
ordinary gas-pipe, is made to receive within it the blow- 
pipe point connected with the rubber tube, the air-tube, 
terminating a little within the open mouth of the gas 
jet ; it is thus ii tube within a tube, with a space between 
them for the admission and passage of gas. The gas 
being admitted by turning the screw connected with 
gas-pipe, is ignited, and the current of air admitted from 
the rubber tube by tuniing a similar screw attached to 
the air-pipe, when the jet of air will strike the centre of 
the flame and project it upon the substance to be heated. 
The connected portions of the air and gas jets are so 
attached to the main pipe as to admit of an upward and 
downward motion, while the volume of gas and air is 
readily graduated by the stop-cocks attached to the 
former. 

This arrangement is one of the most complete and 
efficient for blowpipe purposes that has yet been devised. 
The jet may be elevated or depressed at will, while the 
force of the air-current and the volume of gas-flame can 
as readily be increased or diminished. The operator is 
thus enabled, with the greatest ease, to produce a heat 
adapted to the most delicate operations, or to instantly 
change it to a heat so intense that pure gold in consider- 
able quantities is almost immediately fused in the flame. 
It is, therefore, well adapted to all operations in the 
laboratory, but will be found of especial utility in the 
construction of work requiring pure gold as a solder. 
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The lamps most commonly used by dentists in blow- 
pipe manipulations are oil and spirit lamps. 

Oil Lamp. — Wben oil is burned, the form of lamp 
represented in Fig. 7 may be used. It sbould hold 
F,a. 7. from one to two pints, and 

should have a spout one 
inch or more where it joins 
the body of the lamp, taper- 
ing gradually to three- 
fourths of an inch at the 
top. The spout should be 
well filled with wick, but 
not so tightly as to prevent it from being freely satura- 
ted. The best combustible is pure sweet oil, but com- 
mon lamp or lard oil is generally employed and answer 
every practical purpose. The wick should be kept well 
cleaned and trimmed, and fresh oil should be substituted 
whenever that in use becomes thickened by dirt or 
otherwise deteriorated. 

Spirit Lamp. — Alcohol is preferred by many on 
account of its greater cleanliness, although it does not 
afford so great a heat as oil. When .spirit is employed 
a somewhat different form of lamp should be used. 
With one like that described for oil, there is danger of 
explosion in the event of the flame, mixed with air, 
communicating with the alcohol contained in the lamp, 
and which is more liable to happen when the spout is 



but loosely filled with wick. To provide against such 
casualty, it is not unusual to jtack the wick too closely, 
which, by obstructing the flow of alcohol iuto the spout, 
lessens the heat of the flame. The proximity of the 
flame, also, to the body of the lamp, produces undue 
waste of alcohol by evaporation. 

The objections stated may be obviated by employing 
a lamp of the form shown in Pig. 8, With a lamp like 
that represented, the 
spirit is entirely un- 
influenced by the 
heat of the flame, 
while explosion is 
rendered impossibit;. 
The centre of the 
upright portion of the spout is traversed by a small tube 
extending throughout and open at both ends to admit of 
the application of a jet of air to the lower orifice, impel- 
ling the flame from the centre and thereby intensifying 
the heat. Around this central tube the wick is arranged; 
the space occupied by the latter conimuuicating with the 
body of the lamp through the horizontal arm of the 
spout. 




It would be inconsistent with the design of the pres- 
ent work to introduce a description of any form of furnace 
other than those commonly used by the dentist. Those 
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used in the arts, or for chemical and pharmaceutical 
purposes, embrace almost endless varieties, and have no 
special adaptation to the uses required of them in the 
dental laboratory. 

Draxtght or Wind Furnace. — ^A very convenient, por- 
table and economical furnace may be made of sheet-iron, 
of any desired shape and dimensions, though usually of 
small size and cylindrical in form. A light grate, or 
heavy piece of sheet-iron perforated with holes to admit 
of the passage of air, should be adjusted near the bottom, 
while above and below the grate are two openings ; the 
F,G. li. lower one commu- 

nicating with the 
ash-pit, and the up- 
per one for the in- 
troduction of fuel 
and substances to 
be heated. By sur- 
mounting this sim- 
ple apparatus with 
a pipe, or con- 
necting it with the 
flue of a chimney, 
it will he found 
efficient in many 
of the minor opera- 
tions of the shop, 
as melting metals, heating pieces preparatory to solder- 
ing, annealing, &c. 
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A more durable and serviceable draught furnace, how- 
ever, may be built of masonry, a convenient form of 
which is represented in Fig. 9. The construction of this 
stationary fixture is so plainly eshibiteii in the cut, that 
any extended description of it is deemed unnecessary. 
The upper holes represent the entrance to the fire-cham- 
bers which are distinct from each other ; the lower ones 
communicate with the ash-pit which is common to both 
chambers. Two fire apartments are here shown ; one 
for melting and refining the more precious metals, heat- 
ing np operations for soldering, &c. ; the other being used 
exclusively for fusing the baser metals, as zinc, anti- 
mony, lead, &c. These furnaces are sometimes con- 
Btrncted with a single fire-chamber, but the one exhibited 
is, in every way, preferable. 

Baking Furnace. — The chief purposes to which these 
furnaces arc applied are, the manufacture of porcelain 
teeth, single and iu sectional blocks ; the preparation 
of ailicious compounds ; and the construction of what 
is known as '"continuous gum work." The most recent 
and approved form of this furaace is exhibited in Fig. 10. 

The body of the furnace rests upon a Ciiat-iron frame- 
work or basement which serves the purpose of an ash- 
pit. The grate immediately over this inclines from each 
side of the furnace teward the bottom and centre of the 
ash-pit, to aiTord more ample room for fuel directly 
underneath the lower mufile. The upper portion or 
body of the furnace is made of fire-clay, and contains 
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three muflQes arranged horizontally; the upper two, 
termed ''annealing muffles," are designed, more especially, 
for drying substances, partial heating preparatory to 
final baking, and to re- 
ceive substances from 
the lower muffle to be 
gradually cooled. The 
lower or main muffle is 
for general baking pur- 
poses requiring the em- 
ployment of extreme de- 
grees of heat. Each 
muffle is provided with 
fire-clay slabs or slides, 
on which substances to 
be heated are placed and 
introduced into the muf- 
and also plugs of the same material to close the 
openings to the former. Openings are made on each 
side of the furnace, intermediate between the muffles, 
for the introduction of fuel, and to afford ready access 
to the latter with tongs or other implements. These 
entrances are also provided with plugs which are applied 
during the process of heating. This furnace should be 
connected with a flue having a strong and unobstructed 
draught. 




Under this head are comprehended such combustible 
snbstances as are used for fires or furnaces, as wood) coal, 
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cAareoal and eoke. For dental furnace operationSj only 
the latter two are, as a general thing, admissible. 

Bituminous^ or pit-coal, is unfit for the uses required 
of fuel by the dentist, and is, therefore, seldom used. 

Anthracite coaly if carefully selected, may be employed, 
provided it is clean, free from slate, and does not yield 
a fusible ash. As charcoal and coke are the fuels chiefly 
used in the processes of the labomtory, these substances 
will be more particularly described. 

Charcoal. — Charcoal is obtained by igniting wood and 
then excluding it from the air while burning ; the volatile 
products are thus driven ofl' while the carbon remains. 
When combustion has proceeded slowly for a certain 
length of time, the openings to the bed or mound are 
closed, and the wood allowed to char. 

When it is desired to maintain a high heat in a small 
compass, the charcoal best adapted to the purpose is that 
obtained from what is termed hard wood, as the beech, 
the oak, tlie alder, the birch, the elm, etc. A cubic foot 
of charcoal derived from these woods weighs, upon an 
average, from twelve to thirteen pouods ; while a similar 
bulk obtained from soft wood, as the fir, the different 
kinds of pine, the larch, the linden, the willow, and the 
poplar, averages only from eight to nine pounds.* There 
ii, therefore, economy in the use of the former when 
purchased by the bulk ; and of this class the beech-wood 
charcoal is the best, on account of its gi'eater specific 
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svity. The more heavy charcoals reijuire a stronger 
' draught than those of a lighter character, as a more 
generous supply of oxygen is necessary to their perfect 
combustion. Charcoal should be kept as dry as prac- 
ticable, since it rapidly absorbs moisture from the at- 
mosphere, hy which its calorific energy is materially 
impaired. 

Coke. — This substance, like charcoal, is a carbonaceous 
residuum obtained from pit-coal that has been exposed 
to ignition for some time excluded from the contact of 
air, the volatile products of the coal, like those of wood, 
having been driven off by the heat. Coke differs in ap- 
pearance as well as in quality. The principal part of 
that obtained from gas-houses is of a dull, iron-black 
I color, very spongy and friable, and is more rapidly con- 
Ksumed, and produces less heat than the harder and more 
^ compact kinds. The best coke for furnace use is that 
used by brassfounders, and has a steel-gray color with a 
, somewhat metallic lustre ; is compact in its structure, 
ind splits into pieces having a longitudinal fracture. 

Coke does not readily ignite, and, at first, generally 
requires the admixture of charcoal to effect its combus- 
n ; it also requires a strong draught to bum it, but 
len thoroughly ignited, it produces an intense and per- 
iatent heat. It is the principal fuel used in baking 
neral teeth, porcelain blocks, and the silicious com- 
3 employed in the fabrication of continuous gum 
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Professor Piggot, in his remarks on the comparative 
value of fuels^ observes : " Practically, for the purposes 
of the chemist, the best fuel is charcoal or coke, or a 
mixture of the two. The ash of charcoal being infusible, 
it passes through the bars of the grate as a white powder. 
Should potash, however, be in large excess, it corrodes the 
bricks, by forming with them a silicate of potash, whic^ 
runs down the walls and chokes the bars. In small 
quantities, this action is beneficial, as it furnishes a pro- 
tective varnish, and unites the bricks and lutes, by form- 
ing a sort of cement, which intimately combines with 
them. 

" Coke contains a very variable amount of ash, which 
is composed chiefly of oxide of iron and clay. The 
latter is not fusible by itself, but may soften. When 
pure, it forms a harmless slag, which injures neither the 
furnace nor the crucibles. Usually, however, the oxide 
of iron predominates. In this case the ash is very in- 
jurious, for it is reduced to a protoxide, which is not 
only fusible, but powerfully corrosive to all argillaceous 
matters, so that both the crucibles and furnaces suffer."* 

In order that the greatest amount of heat may be 
evolved from these fuels, it is necessary that the con- 
ditions necessary to secure their perfect ignition should 
be strictly observed ; these have reference to an unob- 
structed circulation of air that oxygen may be freely 
supplied to them. To this end the furnace should be 

* Dental Chemistry and Metallargy, p. 274. 
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kept clean, the bars of the grate unbroken, and a good 
draught obtained. The condition in which the fuel is 
applied will also modify the results : thus, for example, 
if the lumps are too large they will absorb heat, and 
caloric will be lost; if too small, they will be too rapidly 
consumed. It is essential, also, to have the fuel as free 
as possible from dust and dirt, as these fine particles, in 
any considerable quantities, obstruct the draught and 
prevent a thorough ignition of the mass. Coke, espe- 
cially, should be preserved clean, and should be broken 
into fragments not larger than an inch or an inch and a 
half in diameter, and. as nearly as possible, in the form 
of blocks or cubes, as these leave more open spaces for 
the free circulation of air. 



, There are many processes in the dental laboratory re- 
quiring the application of heat, for which a suitable 
holder or support should be provided. A very con- 
venient form of holder used in soldering, may be made 
of a circular or semi-eliptical piece of heavy sheet-iron, 
the margin being serrated and turned at right-angles, 
forming a cup. To the under side and centre of this, 
an iron rod, ten or twelve inches long, may be perma- 
nently riveted ; or it may be made to revolve on the 
handle, so that the heat may be thrown directly upon 
any particular part of the piece to be soldered without 
disturbing the latter. 



A small hand-furnace is sometimes used, and will be 
fouQd a very convenient and useful apparatus, not only 
for solderinp, but for preparatory heating. It consists of 
a sheet-iron cylinder, three or four inches in diameter, 
and five or six inches deep, with a light grate or per- 
forated plate of the same material adjusted near the 
bottom, and an opening on one side, underneath the grate, 
for the admission of air. Tlie upper part of the cylinder 
is surmounted by a funnel-shaped top, which may be 
readily removed by a handle attnched to it; while to 
the bottom of the furnace is attached an iron rod five or 
six inches long, and terminating in a wooden handle. 
The piece to be soldered is placed inside on a bed of 
charcoal, the top adjusted to its place, and the former 
ignited; when the operation is sufficiently heated, the 
top may be lifted off, and the piece remaining in the 
furnace, soldered with the blowpipe in the usual manner ; 
the furnace thus serving the purpose of a holder. 

A support in very common use consists simply of a 
large, close-grained piece of charcoal invested in plaster 
one-half or three-fourths of an inch thick, one end or side 
being left open and scooped out to receive whatever is 
being heated. Or a plaster cup two or three inches 
deep may be made, and its interior partly filled with 
a mixture of plaster, sand, asbestos, and pulverized 
charcoal. 
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CRUCIBLES. 

Crucibles are small conical-shaped vessels used by the 
dentist principally for the purposes of melting and refining 
metals used for plates, compounding metallic alloys, pre- 
paring and compounding the various ingredients employed 
in the manufacture of porcelain teeth and continuous 
gum work, etc. They combine in a high degree the 
properties of infusibility, exemption from the attack of 
substances fused in them, the power of resisting sud- 
den alternations of temperature, and impermeability to 
fluids and gases. The Hessian crucibles, which are in 
most common use among dentists, are composed of silica, 
alumina, and oxyd of iron. For a more particular de- 
scription of the various components entering into the 
structure of crucibles, as well as the manner of manu- 
facturing them, the reader is referred to Piggot's " Dental 
Chemistry and Metallurgy," and other works treating 
more fully of the subject. 



CHAPTER II. 



GOLD. 



Gold has been known from a period of great antiquity, 
having, according to the writings of Moses, been 
wrought into articles of jewelry more than three thou- 
sand years ago. As a base or support for artificial den- 
tures, it has entirely superseded the use of the various 
animal substances formerly employed, and, by the mass 
of practitioners at the present time, it continues to be 
the most highly esteemed metal for the purpose men- 
tioned, notwithstanding the more recent introduction of 
approved processes in which, as a base, this metal is 
wholly discarded. 

Gold is found only in the metallic state, and occurs 
either crystallized in the cube, and its allied forms, or in 
threads of various sizes, twisted and interlaced into a 
chain of minute octahedral crystals ; also in spangles or 
roundish grains. These latter, when they occur of a 
certain magnitude, are called pqpitasy some specimens of 
which have been obtained of great size. In 1810 a mass 
of alluvial gold weighing twenty-eight pounds was found 
in the gravel pits of the creeks of Rockhole, in North 
Carolina, A lump of gold ore weighing three cwt., was 
forwarded from Chili, South America, as a contribution 
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to the World's Exhibition in London. New Granada, 
California, Russia, and Australia, have each produced 
pepitas or masses of gold weighing respectively twenty 
seven and a half, twenty-eight, seventy, and one hun- 
dred and six pounds. 

Geological Situations. — The crystalline primitive rocks, 
the compact transition rocks, the trachytic and trap 
rocks, and alluvial grounds, are the formations in which 
gold occurs. Unlike many other metals, it is never in 
such large quantities as to constitute veins by itself, but 
is either disseminated through the rocky masses, or 
spread out in thin plates or gi-ains on their surface, or 
con&ned in their cavities in the shape of filaments or 
crystallized twigs. The minerals composing the veins 
are either quartz, calcspar, or sulphate of baryta. The 
ores associated with the gold in these veins are prin- 
cipally iron, copper, arsenical pyrites, galena, and blende. 
The most abundant sources of gold, however, are in al- 
luvial grounds, where it is found distributed in the form 
of spangles in the sands of certain plains and rivers, es- 
pecially at their re-entering angles, at the season of low 
water, and after storms and temporary floods. Sufficient 
reasons have been advanced in support of the belief that 
gold, found in alluvial situations, belongs to the grounds 
traversed by these rivers, instead of being washed, as was 
formerly supposed, from the mountains in which their 
■waters have their origin. 

Geographical Distributions. — The European mines, 



more particularly distinguished for their richness, are ia 
Hungary and Transylvania, especially the fonner. Gold 
also occurB, but more sparingly, in Ireland, Sweden, 
Siberia, Germany, Russia, and Spain. In Asia and 
Africa, the mines which yield most abundantly, are sit- 
uated in the southern portions of these continents. From 
the. latter, the ancients derived the greater portion of 
their gold. Several of the South American provinces 
yield this metal in considerable quantities. Washings 
are also common in several States of the Union, but 
California stands unrivaled, except by Australia, in 
the immense productiveness of its mines; and its re- 
sources in respect to this rare and valuable metal are 
reckoned inexhaustible. 

Properties of Gold. — Pure gold is distinguished from 
all other metals by its hnlliant orange-red or yellow 
color, being the only simple metal that possesses this 
complexion. It is susceptible of a high polish, but is in- 
ferior in brilliancy to steel, silver, or mercury. Its spe- 
cific gravity varies somewhat, according as it is fused or 
hammered; the former having a density of 19-26; the 
latter ranging from 19-'4 to 19'65. It is only excelled 
in density, therefore, by platinum, the specific gravity of 
which is 21-25. 

Gold surpasses all other metals in malleability. The 
average thickness of ordinary gold leaf is 3^55 of an inch, 
but the ultimate degree of attenuation of which pure 
gold is susceptible, exceeds considerably this estimate. 
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It is also distiogiushed for its ductility. A single grain 
of gold may be drawn into wire 500 feet in length, while 
an ounce may be made to extend 1,300 miles. It is 
somewhat softer then silver, and possesses great tenac- 
ity, though inferior in this quality to iron, copper, pla- 
tinum or silver. A thread of gold ^ of an inch in diam- 
eter will sustain a weight of 150 pounds. Gold fuses at 
2016° with considerable expansion and, on cooling, con- 
tracts more than any other metal. 

On account of the want of affinity of gold for oxygen, 
it remains unaltered in the longest exposure; is incapa- 
ble of being oxydized in any heat that may be applied 
to it ; and is only volatilized with great difficulty in the 
resistless heat of the oxy-hydrogen blowpipe. It ia 
unaffected by the most concentrated of the simple acids, 
but is readily soluble in a^ua rcyia or nitro-muriatic acid, 
and nitrofluoric acid. 

It will thus be seen that gold possesses, in an eminent 
degree, those general properties which render it peculiarly 
fit for the purposes to which it is appUed in the practice 
of dental prosthesis. 

Influence of Alloj/ing on the Properties of Gold. — The 
term alloy signifies a compound of any two or more 
metals, as brass, which is an alloy of copper and zinc. 

Alloys, in respect to their uses, are practically new 
metals, and differ in many important respects, both in 
their chemical and physical characteristics, from the con- 
stituent metals of which they are composed. A more 
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particalar account of the influence of alloying upon the 
general properties of metals, and their management and 
behavior in the process of compounding, will be given 
under the head of alloys of the baser metals. As gold 
combines readily with most metals, some of the more 
prominent conditions which distinguish its alloys will be 
given. 

The maUeahility of gold is, strictly speaking, always 
impaired by its union with other metals. This effect is 
eminently characteristic of certain contaminations, as 
those with arsenic, tin, antimony, bismuth, lead, &c. ; 
while with certain other metals, as silver, copper and 
platinum, unless in excess, this property of gold is so 
Httle affected, as in no material degree to interfere with 
its being worked into any desired form for dental pur- 
poses. The ductility of gold is also usually diminished 
by its incorporation with foreign metals ; sometimes in 
a remarkable degree. Gold is always rendered harder, 
and its tenacity is generally increased, by alloying; while 
its density varies with the particular metal or metals 
with which it is combined. Thus, the alloy of gold with 
either zinc, tin, bismuth, antimony or cobalt, has a den- 
sity greater than that of the mean of its constituents ; 
while the alloys of gold having a less specific gravity 
than the mean of their components are those with silver, 
iron, lead, copper, iridium or nickel. Gold is ordinarily 
more fusible when alloyed ; the alloy always melting at 
a less heat than that required to fuse the most refrac- 
tory constituent, and oftentimes less than the more 
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fiisible component. The alloy of gold and platinum 
fxirnishes an example of the former; the platinum, which 
in its uncombined state ia infusible in the highest heat 
of a blast furnace, forming a fusible compound with gold, 
the liielting point of which is far below that of platinum. 
Gold solder, composed of gold, copper and silver, affords 
a familiar illustration of the latter; the alloy melting at 
a less heat than that required to fuse its least refractory 
component, silver. Gold, which in its pure state has 
less affinity for oxygen than any other metal, is rendered 
more or less oxydable when combined witli other metals. 
That gold alloys tend to be formed in definite propor- 
tions of their constituents would appear from the phe- 
nomenon observed in the Dative gold of the auriferous 
sands, which is an 'alloy with silver in the ratio of 1 
atom of silver, united to 4, 5, 6, 12 atoms of gold, but 
never with a fractional part of an atom. The same cir- 
cumstance is noticed in connection with the amalgam of 
silver and mercury. But as alloys are generally soluble 
in each other, the deflniteness of this atomic combina- 
tion is obscured and disappeare in most cases. 

Properties of Particular Alloys of Gold. — The metals 

with which gold is liable to become contaminated in the 

laboratory are zinc, tin, lead, antimony, bismuth, 

ron or steel, mercury and arsenic ; as also excess of 

lUver, copper and platinum. As several of these metals 

\ alloyed with gold, even in very minute quantities, 

highly destructive in their influence upon those 

roportics which adapt this metal to the various wants 
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of the mechanical operator, aud as their separation is 
often attended with considerable ditficulty, annoyance 
and loss of time, it is practically important that care 
should be taken to prevent, as far as practicable, the 
admixture of any one or more of them with the gold 
scrap, tilings or sweepings, which are to be re-converted 
into proper forms for use. The accidental intrusion of 
these metals, however, is, to some extent, unavoidable, 
aud as an acquaintance with the more prominent charac* 
teristics or sensible properties of the resulting alloys 
sometimes furnishes valuable indications in the selection 
of the proper re-agents employed in their purification, a 
description of individual alloys is introduced. 

Tin, anliiiionyy bismuth, lead and arsenic are peculiarly 
prominent in their effects upon the malleability of gold j 
either of these metals ia exceedingly minute quantities 
rendering gold intractable. 

One part of aniimmif with nine of gold, forms a pale, 
brittle alloy, and in the proportion of one part of the 
former to 1920 of gold, the resulting compound is too 
brittle to admit of successful lamination. 

An alloy of arsenic with gold containing ^, of the 
former is a gray brittle metal; while in the proportion 
of Si, the malleability of the gold is seriously impaired 
without Buffering any change of color. So energetic is 
the influence of this metal on gold that the latter is 
rendered brittle when subjected even to the vapor of 
arsenic. 

Tin, lead and bismuth are somewhat analogous to 
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arsenic in their influence upon the malleability of gold, 
either of them, in almost inappreciable quantities, ren- 
dering the latter metal unmanageable under the rollers. 
One part of lead or bismuth to 1920 of gold converts 
the latter into an unmalleable metal; while tin exceeds 
either in its remarkable tendency to render gold hard 
and brittle. Alloys of gold with tin are of a light color ; 
those with lead are of a darker complexion. 

Zinc with gold forms a brittle alloy, and when com- 
bined in equal proportions, is exceedingly hard, white, 
and brittle. Uniting or incorporating itself less inti- 
mately with the gold than either lead or tin, however, it 
not unfrequently happens that portions of the ingot will 
be brittle while others remain, in some degree, malleable ; 
so that the bar, when rolled out in the form of plate, 
will be perforated or cracked at those points where the 
zinc preponderates, while remaining portions of the plate 
retain a moderate degree of softness and pliability. 

The working properties of gold are not sensibly affected 
by the incorporation of very small quantities of iron, as 
an alloy of these metals, in the proportion of one part of 
the latter to eleven of gold, remains maUeahle. 

Platinum, in itself a highly refractory metal, is, as be- 
fore stated, rendered fusible in combination with other 
metals. "When combined with gold in small proportions, 
the latter is rendered harder and more elastic without 
having its malleability practically impaired. Platinum 
very readily affects the color of gold, the smallest quan- 
tities rendering the alloy pale and dull-colored. 
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Silver unites with gold in every proportion, and is the 
chief metal employed in the reduction of gold to the re- 
quired forms for dental uses. It renders gold more 
fusible, and imparts to it increased hardness without ma- 
teriaUy affecting its malleability. The alloy is light 
colored in proportion to the amount of silver introduced. 

Copper J like silver, is usually combined with gold in 
the formation of plate, solders, etc., and hardens and 
renders gold tougher without practically impairing its 
malleability. It imparts to the alloy a deeper red color, 
and in the form of plate is capable of receiving a polish 
excelling in richness and brilliancy any other metal. 

The foregoing alloys of gpld, it will be perceived, are 
such as result from the incorporation with gold of minute 
proportions of any one of the base metals mentioned, and 
possess certain physical characteristics that indicate, with 
tolerable certainty, the particular alloying component. 
Thus, for example, if the alloy is light-colored and very 
brittle, the presence of tin may be suspected ; if brittle 
and dull-colored, lead is indicated ; if grayish or dull- 
colored, but still malleable, tough and elastic, platinum 
is probably present ; if unequally malleable, or brittle in 
spot5, the presence of zinc may be inferred. 

Alloys of gold, however, embracing several or all of 
these metals in varying proportions, are sometimes acci- 
dentally formed, in which case the more distinctive fea- 
tures which characterize the binary compounds are lost 
or obscured. 
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Elenienis Emploi/ed. — The separation of foreign metals 
from gold by what is termed the " dry method,'' or romt- 
ing, is eflected by the action on them of either oxygen, 
chlorincj or sulphur, converting them into oxyds, chlo- 
rides, or sulphurets. Certain compound substinces are 
used for this purpose which, when heated and decom- 
posed, yield these elements in sufficient quantities for 
the purposes specified. The refining agents in common 
use are nitrate of potassa, (nitre, or salt-petre,) which 
yields oxygen ; chloride of mercury, (corrosive sublimate,) 
which yields chlorine; and sulphurci of antimony, (crude 
antimony,) which yields sulphur. Other compounds 
contain these elements, but those mentioned are gene- 
rally preferred, because they contain them abundantly, 
are readily decomposed by heat, and do not materially 
interfere with the process of separation by the intro. 
duction of troublesome components into the alloy. 

Before considering specifically the different modes of 
refining alloys of gold, it will be convenient to classify 
the dilTerent forms of gold as they occur in working this 
metal in the laboratory. 

1. Plate-scrap or clippings, and plate-filings. These, 
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if proper care is taken to prevent the introduction of 
fragments of platinum, impure filings, or particles of base 
metals, only require, provided they were originally of 
suitable fineness, to be re-melted and again converted 
into plate or other forma for use. 

2. Mixed filings, and fragments containing solder, 
platinum, etc. These, when melted alone, produce an 
alloy more or less impoverished in proportion to the 
quantity and quality of the foreign metals introduced in 
finishing pieces constructed of gold, and should be either 
separately refined by roasting, or reduced to pure gold 
by the "' humid method," to be described hereafter. 

3. Sweepings, This form embraces many impurities, 
earthy and metallic, and should first he thoroughly 
washed to remove the earthy constituents, after which 
the remaining metals may either be mixed with class 
second, or separately refined. 

It is evident from the above classification that much 
time and labor may be saved by preserving these forms 
of gold separately as they accumulate in the shop. Sepa- 
rate lap-skins or receptacles, therefore, should be appro- 
priated to the working of gold, one to receive scrap and 
unmixed plate-filings which may be re-converted into 
plate without refining; another to collect solder-filings, 
and such impure fragments as require purification. 

Separation of foreign metah fr&m gold. — The most 
troublesome ingredients which find their way into gold 
alloys are what are commonly called base metals, as,tin 
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lend, zinc, iron, antimony, bismuth, etc. In .'ittemptiiig 
to separate these metals from gold, it is not a matter of 
indifference what re-agent is emploj'ed, inasmuch as dia- 
tinct affinities exist which may be advantageously con- 
sulted. If, for example, zinc or iron, or both of these 
metals are present in small quantities, any compound 
which yields oxygen will, by virtue of the affinity of the 
latter for these metnls, effect their separation by con- 
verting them into oxyds ; hence, when these metals are 
to be got rid of, nitrate of potassa is employed. But 
oxygen has but a feeble affinity for tin, and when this 
metal is present, its separation is better effected by some 
compound which parts with chlorine in the act of decom- 
position; chloride of mercury is therefore used for the 
purpose. When the alloy of gold contains a number of 
these metals at the same time, and is very coarse, sul- 
phuret of antimony, which is a powerful and efficient 
re-agent, should be resorted to, unless the operator should 
prefer, and which is the better way, to reduce the alloy 
to pure gold by the " humid method." 

After all traces of iron or steel have been removed 
from the gold fragments and filings by passing a magnet 
repeatedly through them, the latter should be placed in 
a clean crucible, lined on the inside with borax, and 
covered either with a piece of flre-cky slab, or broken 
crucible. Sheet-iron has been recommended for the 
latter purpose, but should never be used, as, when highly 
heated, scales form on the surface, and are liable to drop 
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in upon the fased metals. If the operation of roasting 
is likely to be protracted, an inverted crucible, with a 
hole in the bottom, may be securely luted to the top of the 
one containing the metals ; the refining agents and fluxes 
being introduced through the opening in the upper cru- 
cible. These are then placed in the furnace on a bed of 
charcoal, or what is better, a mixture of charcoal and 
coke ; the latter being built up around the crucible, and 
over it when covered with a second crucible ; care being 
taken that no fragments of fuel are permitted to fall in 
upon the fused metals. Small portions of borax may 
first be added, and when the metals are fluid, the refining 
agents may be introduced in small quantities from time 
to time, and the roasting continued from half an hour to 
an hour, according to the coarseness of the alloy. The 
roasting may be conducted first with borax and nitre to 
effect partial separation, when the crucible may be re- 
moved from the fire, and the metals allowed to cool gra- 
dually. The crucible may then be broken, and the but- 
ton of gold at the bottom removed and separated from 
the slag that covers it with a hammer. The button is 
then put into a fresh crucible and re-melted. If there 
is any known base metal present likely to render the 
gold brittle, the particular re-agent which will most 
readily attack it may now be used. If, however, as is 
generally the case, the alloy is of uncertain composition, 
or contains various metals having distinct affinities, the 
process becomes, to some extent, experimental, and it 
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may become necessary to use first one refining agent and 
then another, until sufficient separation is efiected. Gene- 
rally, it will be sufficient to use the nitrate of potassa 
alone, as most metals are oxydahle. After roasting 
with nitre for half or three-fourths of an hour, adding 
small portions at a time, the melted metals may be poured 
into ingot moulds pi'eviously warmed and oiled. If, after 
hammering, annealing, and rolling the ingot, it should 
still be found brittle, it must be remelted, and chloride 
of mercury used as the refining agent. This will re- 
move any traces of tin which may be present. 

If the alloy, however, is greatly impoverished, it may 
be more advantageously treated with sulphuret of anti- 
mony; in which case the metals should be melted in a 
large crucible with about twice or three times their 
weight of the native sulphuret, which should be added 
in small quantities at a time. The heat decomposes the 
sulphuret of antimony; the sulphur uniting with the 
base metals forming sulphurets, and the antimony uniting 
with the gold forming a leaden-colored alloy. The anti- 
mony may be parted irom the gold alloy in the follow- 
ing manner : Place the mixture in a clean crucible, and 
when melted, force a current of air with a pair of bellows 
upon its surface ; this oxydizes the antimony, which 
I passes off i" the form of vapor. The current should be 
i mild at first, as too great a draught is apt to carry off 
portions of gold by a too hurried volatilization of the 
IsntiraoDy. A current strong enough to produce visible 
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fumes will be sufficient. When these cense, the crucible 
may be covered, and as the melting point of the gold 
rises with the escape of antimony, the five should be 
urged to a stronger heat, and before pouring, a forcible 
current of air should Rgain be thrown upon the surface 
of the melted metals to eilectually dissipate any remain- 
ing portions of the antimony. 

If, after treatment with the re-agents enumerated, the 
alloy should be found malleable, but stifl" or elastic, and 
dull-colored, it is probably due to the presence of platinum; 
and any further attempts to reduce it by roasting will 
prove unavailing. It must then be subjected to the pro- 
cess which will be hereafter described for the separation 
of gold and platinum. 

When it is desired to reduce the alloy to pure gold. 
which is generally advisable whenever the gold to be re- 
fined consists of very coarse filings, fragments of plate 
containing large quantities of solder, linings with platinum 
pins attached, particles of base metals, etc., the "humid 
process," as it is called, should be employed. The sol- 
vents in common use for this purpose are the nitric, sul- 
phuric, and nitro-muriatic or hydrochloric acids; but as 
tlie desired results can be more conveniently and directly 
obtained by the use of the latter, or hydrochloric acid, 
this most available method alone will be given. The fol- 
lowing practical remarks on the process are copied from 
an article on the " Management of Gold,"* by Professor 
George Watt. 

• Dental Reginter of the Weat, Vol. lii. p. 251. 
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*' When the alloy is composed of metals dilTenng but 
little in their affinities for oxygen, chlorine, ete., we re- 
sort to one of the " wet methods. " And, in this connec- 
tion, we will only describe the one which we consider 
the most convenient and effectual for the practical dentist. 
It is effectual in all cjises, a.s it always gives us pure gold. 
" Let us, then, suppose that our gold alloy has become 
contaminated with platinum to such extent that the 
color and elasticity of the plate is objectionable. The 
alloy should be dissolved in nitro-mm-iatic or hydrochloric 
acid, called agua regia. The beet proportions for aqua 
regia are three parts of hydrochloric acid to one of nitric. 
If the acids are at all good, four ounces of the aqua regia 
will be an abundance for an ounce of the alloy. The ad- 
vantage of using the acids in the proportion of three to 
one, instead of two to one, as directed in most of the 
text books, is, that when the solution is completed, there 
is but little, if any, excess of nitric acid. If the acids 
be " chemically pure," four parts of the hydrochloric to 
one of the nitric, produces still better results. 

** By this process the metals are all converted into 
chlorides ; and, as the chloride of silver is insoluble, and 
has a gi'eater specific gravity than the liquid, it is found 
as a grayish-white powder at the bottom of the vessel. 
The chlorides of the other metals, being soluble, remain 
I in solution. By washing and pouring off, allowing the 
f chloride of silver time to settle to the bottom, the solu- 
tion may be entirely separated from it. The object is 
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now to precipitate the gold while the others remain in 
solution. This precipitation may be effected by any one 
of several different agents, but we will mention only the 
proto-sulphate of iron. 

" This salt is the common green copperas of the shops, 
and, as it is always cheap and readily obtained, we need 
look no farther. It should be dissolved in clean rain- 
water, and the solution should be filtered, and allowed 
to settle till perfectly clear. Then it is to be added 
gradually to the gold solution as long as a precipitate is 
found, and even longer, as an excess will the better in- 
sure the precipitation of all the gold. The gold thus 
precipitated is a brown powder, having none of the ap- 
pearances of gold in its ordinary state. The solution 
should now be filtered, or the gold should be allowed to 
settle to the bottom, where it may be washed after pour- 
ing off the solution. It is better to filter than decant in 
this case, as, frequently, particles of the gold float on the 
surface, and would be lost in the washings by the latter 
process. 

** Minute traces of iron may adhere to the gold thus 
precipitated. These can be removed by digesting the 
gold in dilute sulphuric acid ; and, when the process is 
properly conducted, thus far, the result is pure gold^ 
which may be melted, under carbonate of potash, in a 
crucible lined with borax, and reduced to the required 
carat." 
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iLD, in its pure state, is rarely employed by the 
dentist in laboratory processes, on account of its softness 
and flexibility ; it is, therefore, usually alloyed with 
such metals as impart to it — without practically impair- 
ing either its malleability, pliancy or purity — the degree 
of hardness, strength and elasticity necessary to resist 
the wear and strain to which an artificial piece con- 
structed from it is unavoidably exposed in the mouth. 

Reducing metals. — The metals with which gold is 
usually combined are copper and silver. It is sometimes 
reduced with silver alone ; many regarding the intro- 
duction of copper into the alloy as objectionable, as plate 
derived from it is supposed to be more readily tarnished 
and to communicate to the mouth a disagreeable metallic 
taste. This is unquestionably true, if, as is sometimes 
the case, the copper used is tn excess ; when, in addition 
to the eflects mentioned, gold, so debased, may become 
a source of positive injury to the organs of the mouth, 
as well as to the general heallh. The small proportions 
of copper usually employed in forming gold plate, how- 
ever, are not likely to produce, in any objectionable 
degree, the consequences complained of, unless the fluids 
of the mouth are greatly perverted. If gold coin is nsed 
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in the formation of plate, it may be sufficient to add 
silver alone, inasmucii as copper is already present; 
though, usually, additional quantities of the latter metal 
are added. 

Hequired fineness of gold plate. — Alloys of gold to be 
pemianenUy worn in the mouth, should be of such 
purity as will most certainly, under all the contingencies 
of health and disease, resist any chemical chnnges that 
would tend to compromise either the comfort or health 
of the patient. Evils of no inconsiderable magnitude are 
sometimes inflicted, either through ignorance, careless- 
ness or cupidity, by a disregard of this important 
requirement. If the general health of the patient 
remained always uniformly unimpaired, with the secre- 
tions of the mouth in their normal state, gold degraded 
to eighteen or even sixteen carats fine, would undergo 
no material changes in the mouth. But it must be 
remembered, that, iu addition to corrosive agents intro- 
duced into the mouth from without, a variety of diseases, 
local and constitutional, eflect important changes in the 
otherwise bland and innoxious fluids contained therein, 
which, from being alkaline or neutral, become more or 
less acidulated. Indigestion, with acid eructations; 
gastro-enteritia ; ague; inflammatory and typhoid fevers; 
brain aflections; eruptive diseases; rheumatism; gout, 
&c., are some of the local and constitutional disorders 
almost uniformly imparting to the mucus and salivary 
secretions an acid re-actiou. These readily attack the 
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impoverished gold too frequently employed as a base for 
artificial teeth; and as a natural sequence to eiich prac- 
tice we find supervening, inflammation of the mucous 
membrane and gums, with chronic periodontitis and 
loosening of the teeth; apthous ulcers; gastric irritation; 
general nervous disorders ; decay of the teeth ; fcetid 
breath ; disagreeable metallic taste in the mouth, &c. 
Gold plate intended to be introduced into the mouth, 
should not, therefore, as a general thing, be of a less 
standard of fineness than twenty carats. It may exceed 
this degi-ee of purity in some cases, but will rarely or 
never, unless alloyed with platinum, admit of being used 
of a higher carat than the present American coin, which 
is 21'6 carats fine. 

Formulas for gold plate used as a hascfor artificial den- 
tures. — Any of the following formulas may be employed 
in the formation of gold plate to be used as a base or 
support for artificial dentures. The relative proportions 
of the alloying components may be varied to suit the 
peculiar views or necessities of the manipulator. The 
estimated carat of the appended formulas are based on 
the fineness of the American gold pieces coined in 1837 
and thereafter. 



Fonaula No. 1. 
18 liwts. pure gold, 
4 dwtg. fiue copper, 
2 dwta. fine silver. 



Formula No. 2, 
20 dwtB. gold coin, 
2 dwts, fine copper, 
2 dwU. fine silver. 



^ 
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GOLD PLATE NINETEEN CARATS FINE. 

Formula No. 3. Formula No, 4. 

19 dwts. pare gold, 20 dwts. gold coin, 
3 dwts. copper, 25 grs. copper, 
2 dwts. silver. 40+ grs. silver. 

GOLD PLATE TVTENTT CARATS FINE. 

Formula No. 5. Formula No. C. 

20 dwts. pare gold, 20 dwts. gold coin, 
2 dwts. copper, 18 grs. copper, 

2 dwts. silver. 204- &^^' silver. 

GOLD PLATE TWINTT-ONE CARATS FINE. 

Formula No, 7. Formula No. 8. 

21 dwts. pare gold, 20 dwts. gold coid, 
2 dwts. copper, 13+ grs. silver. 

1 dwt. silver. 

Formula No. 9. 

20 dwts. gold coin, 
C grs. copper, 
74 grs. platinum. 

GOLD PLATE TWENTT-TWO CARATS FINE. 

Formula No. 10. 

22 dwts. pure gold, 

1 dwt. fine copper, 
18 grs. silver, 

G grs. platinum. 

The union of platinum with gold, as in Formula No. 
10, furnishes an alloy rich in gold, while it imparts to 
the plate derived from it a reasonable degree of stiffness 
and elasticity ; preserves in a good degree the character- 
istic color of fine gold ; and does not materially impair 
its susceptibility of receiving a high polish. The 
amount of gold coin given in Formula No. 9 may be 
reduced with platinum alone, adding to it from eight to 
twelve grains ; in which case, although the carat of the 
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alloy is lowered, its absolute purity remains unaffected, 
and plate formed from it will better resist any changes 
in the mouth than gold coin itself. 

Fortmilas for gold plate used for claspg, mre, siays or 
liniiiffs, metallit: pivots, &c. — Gold used in the formation 
of clasps, stays, &c., is improved for these purposes by 
the addition of sufficient platinum to render it firmer and 
more elastic than the alloys ordinarily employed in the 
formation of plate as a base. The advantages of this 
elastic property, in its application to the purposes under 
consideration, are, that clasps formed from such alloys 
wiU adapt themselves more accurately to the teeth, as, 
when partially spread apart on being forced over the 
crowns, they will spring together again and accurately 
embrace the more contracted portions. In the form of 
stays or backings, additional strength being imparted, a 
leas amount of substance will be required; the elasticity 
of these supports, also, will not only lessen the chances 
of accident to the teeth themselves in mastication and 
otherwise, but preserve their proper position when tem- 
porarily disturbed by any of the forces applied to them. 
The same advantages last mentioned are obtiined from 
this property in the use of metallic pivots. 

Formula .Vo. I. Formula No. 2. 

dwts. pure guld, 20 dwtt. coin gold, 
2 dwts. fine cnpper, S gTH. fioc copper, 

1 dwt. fine silver, 10 grs, aiker, 
I dwt. plntinum, 20 gte. platinuin. 

I The alloy derived from either of these formulas will 
3 twenty carats fine. 
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Goid Soldar^s. — Solders are a cliiss of alloys by means 
of which the several pieces of the same or of dilTerent 
metals are united to each other. They should be more 
fusible than the metals to be uuttcd, and should consist 
of such components as possess a strong affinity for the 
substances to be joined. They should also be as fine as 
the metals to which they arc applied will admit of with- 
out endangering the latter. Solders of different degrees 
of fineness, therefore, should always be provided, from 
which the one most suitable for any given case may be 
selected. 

The use of solders of doubtful or unknown composition 
should be avoided, and hence they should be compounded 
either from pure gold or gold coin. 

The following formula taken from Prof. Harris' work 
on " Dental Surgery," page 664, recipe No. 3, may be 
used in connection with eighteen or twenty carat gold 
plate, and is sixteen carats fine. 

6 dwU. pare gold, 
2 dwta. roiet copjier, 
1 ilwi. fine Biher. 

Recipes Nos. 1 and 2, page 663 of same work, are too 
coarse to be introduced into the mouth ; the former 
being a fraction below fourteen carats, while the latter is 
still more objectionable, exceeding but little twelve and 
one-half carats. 

Formula No. 1 of the following recipes ia a fraction 
over fifteen carats fine; and No. 2 furnislies a solder 
eighteen carats fine. 
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ForiHHla No. 1. 


Formula No. 2. 


6 dwts. gold coin, 
30 gra. silrer, 


Hold cPiD, 30 ports 
Siker, 4 ■' 


20 grs. copper, 
10 grs. brass. 


Co|iper, 1 ■' 
Bruaa, 1 ■' 



I 



Zinc, as will be observed by the incorporation of brass 
in the above formulas, is sometimes employed, principally 
with a view of rendering the alloy more fusible. Its 
employment under any circumstances is objected to by 
many, on the ground that it more readily tarnishes in 
the mouth, is more brittle, and furnishes more favorable 
conditions for galvanic action. These objections only 
hold good when zinc is used in excess. When employed 
in quantities sufficient only to make the gold flow readily 
and evenly at a diminished heat, it is claimed that the 
base metal used in these alloys is chiefly consumed in 
the process of soldering, leaving a residuum of gold 
equal, or nearly so, in fineness to the plate. If such is 
the case, tbey are desirable alloys for soldering purposes, 
inasmuch as the importance of having the various parts of 
a piece of dental mechanism dift'er as little as possible in 
their affinity for the acids of the mouth is generally 
recognized. 

Method of reducing gold to a lower or higher standard of 
fineness, and of dctennining the carat of any given alloy. — 
In the process of compounding gold for dental purposes, 
the manipulator should always aim at exactness in the 
quantity and relative proportions of the reducing com- 
ponents, and should be able to determine precisely the 
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purity of the metals he employs. Gold alloys are too 
often arbitrarily compounded, and used without any ade- 
quate knowledge of their quality or properties ; and for- 
mulas, taken on trust, are employed without any certain 
knowledge of the quality of the alloys they produce. 

That we may know certainly the quality of the gold 
alloys used in the laboratory without resorting to the 
inconvenient process of analysis or assaying, they should 
always be made either from pure gold or gold coin, the 
standard of these being definitely fixed. But as the 
process of procuring pure gold is somewhat tedious and 
troublesome, gold coin is very generally employed for 
the purpose. The amount of alloy necessary to reduce 
either pure or coin gold to any particular standard, 
whether higher or lower, and the method of ascertaining 
the carat or fineness of any given alloy, may be readily 
determined by a few simple rules. The following prac- 
tical remarks on the method are copied from an article 
on " Alloying Gold,"* by Professor G. Watt. 

**1. To ascertain the carat of any given alloy, — The 
proportion may be expressed as follows : 

" As the weight of the alloyed mass is to the weight of 
gold it contains, so is 24 to the standard sought. Take, 
for example, Harris' No. 3 gold solder : 

Pure gold, . . * . C parts 
" silver, . . . 2 ** 
" copper, . . 1 " 

Total, 9 

* Dental Register of the West, Vol. x. p. 39G. 
5 
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^ The propoiti<«i would be eiqiressed tims, — 

9:6::24:16. 

^ From tiiis any one cm deduce the fdlowiiig 

^ RcLE. — ^MultiplT 24 bj the wei^t of gold in the 
aUojed mass, and dhide the product by the weight of 
the mass; the quotient is the cant sought. 

'^'In the above example, 24 multiplied bj 6, the 
quantity of gold, gives 144, which, divided by 9, the 
weight of the whole mass, gives 16. Hence, an alloy 
prepared as above^ is 16 carats fine. 

**As another example, under the same rule, take 
Harris' No. 1 solder. 

22Carmtgold, . id parta. 

tilTer, 16 ** 

copper, - . . 12 " 



Total, 



" Now, as the gold used is but 22 carats fine, one- 
twelfth of it is alloy. The one-twelfth of 48 is 4, which, 
subtracted from 48, leaves 44. The statement then is : 

76 : 44 : : 24 : 13-9. 

'' This solder, therefore, falls a fraction below 14 carats. 

"2. To reduce gold to a required carat. — The propor- 
tion may be expressed as follows : 

" As the required carat is to 24, so is the weight of 
the gold used to the weight of the alloyed mass when 
reduced. The weight of gold subtracted from this, gives 
the quantity of alloy to be added. 

" For example, reduce 6 ounces of pure gold to IG 
carate. 
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" The statement is expressed thus : 
16:24:: 6: 9. 

*' Six subtracted from 9 leaves 3, which is the quantity 
of alloy to be added. From this is deducted the fol- 
lowing 

" Rule. — Multiply 24 by the weight of pure gold used, 
and divide the product by the required carat. The quo- 
tient is the weight of the mass when reduced, from which 
subtract the weight of the gold used, and the remainder 
is the weight of alloy to be added. 

"As another example under the same rule, reduce 1 
pennyweight of 22 carat gold to 18 carats. 

'' As the gold is only 22 carats fine, one-twelfth of it 
is already alloy. The one pennyweight, therefore, eon- 
tains but twenty-two grains of pure gold. The state- 
ment isj therefore, thus expressed : 

18: 24;: 22:294. 

•"•Twenty-two subtracted from 29i leaves 7i. There- 
fore, each pennyweight of 22 carat gold requires 7i 
grains of alloy to reduce it to 18 carats. 

" .3. To reduce gold from a lower to a higher carat. — 
This may be done by adding pure gold, or a gold alloy 
finer than that required. The principle of the rule may 
be set forth in the following general expression : 

" vVs the alloy in the required carat is to the alloy in 
the given carat, so is the weight of the alloyed gold used, 
to the weight of the reduced alloy required. This prin- 
ciple may be practically applied by the following 
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" Rule. — Multiply the weight of the nlloyed gold used 
hy the number represeufing the proportion of alloy in the 
given carat, and divide the product by that representing 
the proportion of alloy in the required carat ; the quo- 
tient is the weight of the mass when reduced to the re- 
quired carat by adding fine gold. 

" To illustrate this, take the following example : 

" Reduce 1 pennyweight of 16 carat gold to 18 carats. 

" The numbers representing the proportions of alloy 
in this example are found by respectively subtracting 
18 and 16 from 24. The statement is, therefore : 

6:8::l:li, 
from which it follows that to reduce one pennyweight of 
16 carat gold to 18 carats, there must be one-third of a 
pennyweight of pure gold added to it. 

" But, suppose that, instead of pure gold, we wish to 
efiect the change hy adding 22 carat gold. The num- 
bers, then, respectively representing the proportions of 
the alloy would be found by subtracting, in the abo^e 
example, 16 and 18 from 22, and the statement would be 
4:6::1: li. 

" It follows, then, that to each pennyweight of 16 
carat gold, a half pennyweight of 22 carat gold must be 
added to bring it to 18 carats. 

*' By the above rules we think the student will be able, 
in all cases, to calculate the fineness or quality of his 
gold, and to eflect any reduction, whether ascending or 
descending, which he may desire." 
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To facilitate the student in accurately compounding 
gold alloys from coins of that metal, th^ following table, 
giving the weight in grains, fineness, and value of the 
gold coin3 of different nations, is ^ven in this connection. 

Table of Coinaqb of Different Nations. 



5An05. 



Arobntinb Rkpublic. 
Doabloon, Fro?ince of Rio de la Plata, 



li 



u 



i( 



1828-32 
1813-32 

The same Tariation of fineness and weight in coins of 
the same date are to be foand in the silver coinage 
of this republic. 



Austria. 
Dncat of ICaria Theresa, 
SoTereign of Maria Theresa, 
Dacat of Leopold 11., 

" of Francis I., 
Qaadmple of Francis I., 
Sovereign of Francis I., 

** of Ferdinand I., 
Half-soTereign of Ferdinand I., 
Dacat of Ferdinand I., 
Qnadraple of Ferdinand I., 
Hungary ducat of Ferdinand I., 



1762 
1778 
1790 
1809-34 
1830 
1831 
1838 
1839 
1838 
1840 
1839 



Badcn. 
Ten guilder (five guilder same quality) of Louis, 
Grand Duke, 



1819 



Bavaria. 
Ducat of llaximilian Joseph and Charles 

Theodore, 1764-97 

Ducat of Maximilian Joseph IL, 1800 

of Louis, 1832 



t( 



BlLOIUM 

Forty francs, 

Twenty francs in proportion, same fioeness. Sove- 
reigns same as Austrian coinage. 



Doubloon, 



Bolivia. 



1827-36 



Brazil. 
Moidore of Maria I. and John III., 1779 

Half<Joe of Peter II., 1833-38 

The other moidores and half-joes are of the same 

fineness with the moidore of 1779, varying slightly 

in weight. 



Wdfbt. 



OraliM. 

418 
415 



53-5 
170 

53-5 

53-7 
215-5 
174-5 
174-5 

87 

53-7 
215-5 

53-7 



% 



5-5 



53 
53 
53-5 



190 



416-5 



125-5 
221-5 



Piaeowt. 



Thous. 

815 
868 



985 
917 
986 
983 
983 
898 
901 
902 
985 
985 
986 



900 



980 
984 
987 



895 



870 



914 
915 



Value 



0. 



14 66 
1551 



2 26 
6713 
2 27 2 

2 27 4 
9122 
6 74 8 
6 77 1 

3 38 

2 27 8 
9 14 
2 28 1 



4 08 6 



2 23 7 
2 24 6 
2 27 4 



7 67 



15 58 



4 94 
8 72 7 
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Tablb of Coihaoe of Dipfbreht Nations. — Continued. 1 


KATTOX. 


w«,u. 


rb».. 


Y^. 


Bbitiih- 


Or««. 


Tke* 


4. . -, 


Tho gold coins of Ihis kingdom ure of the uniform 








Bneneaa of 9166, bill below llie legal standard 
















Btcrliog is ftliout $i 84. Sli-rling goI<l i^ wortb 'MS 








ceatB per pennyweight. 








BnrMBWici- 








X. Thaler of Chnries, IT-ffi 


202 


8D8 


7 812 


" of CharlBi William Ferdindnd, 1805 


204 


Bse 


7 87 2 


■■ of Wm. Fred, und George. Regcni. 1813-18 


304-6 


896 


T8!>l 


" ofChftrles, 18M-31) 


305 


838 


7 91 


" orWIUiaiD, 1331-38 


2 OS 


894 


7 89 3 


V. Thttli^r of Cbarlea, 17*8-01 


loa 


903 


3 96 6 


GiVTBtL A KB RICA- 








DoubloODB, 1824-33 


*I7 


833 


14 96 


CaiLi. 








Doahloona, 18 13-3* 


41 T 


867 


15 57 


" 1833 and leq. 


417 


872 


15 66 


OOLOHBII. 








Doubloon ofcigblescudoB, Colombia, Bogo tan 








Mint, 1833-30 


4ie'8 


870 


15 617 


I'opajan Mini, 1833-16 


*16-6 


868 


16 39 


" ofNewQninada, Bogota, 1B37 


416 8 


870 


15 61 T 


Half-doubloon of Ecuador, Quito, 1836 


309 


844 


7 59U 


Quaner-iloabloon of Colombia, Bogaln, ia:23-3t> 


10* 


866 


3 87 4 


of Ecuador, guiio, IflaB 


10* 


84* 


3 78 


Gigbtb-doubloon of Colombia, Bogota, 1833-36 


51 


865 


190 




51 


862 


1 87 1 


These last coins vary in finensBS from 81W to 8G*. and 














are of the eame quality. 






1 


t>KNlllllK. 








Spocioduoatof Frederick v., n*S 


53- S 


988 


217 6 


" ofChriatiui Vtl., 17y&-lB03 


B3'7 


979 


2 36* 


CorrtntducatofCbriBlian Vn„ 1783 




876 


181 1 


^^^_ Obriitian d'or of CbriBlian VII., 1775 


103 


905 


4014 




304-& 


896 


7 66 3 


^^^B 








^^^H Sequin mndoukli ofAchmet III.. HIS (1703) 


63 


958 


3 18 7 


^^^^^1 ofMabmoudl., 11*3(1730) 


39 


9*0 


157 9 




39 


8*8 


142 4 






T81 


1313 


^^^^H of Abdul Hami'd, 1187(1773) 


38 


78C 


132 




39 


646 


I08:i 


^^^^B DfSctimlll., U03 (1789) 




690 


1 15 K 




IB 


670 


61 1' 


^^^^r B^dlik, 100 piastres, of Abdul Majeed, USS 1 1839) 


133.'3 


87* 


4 07 6 


^^^^ NuiaiK, BO piastres, 






2 49 1 


^P KfOriaHastrecn, 10 piastres, 


27 


874 


101 7 


H The Gnt date giieo nbove i, ilie year of the Hcgira ; 








^^ the BCCODd, the Uhrlatiaa era. 






. 
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Tablk OF GoiNAOB OF DIFFERENT NATIONS. — Oontintied. 



HATIOH. 


Weicht. 


FlaaoMs. 


Yalae. 







Oniiu. 


Thoos. 


d. 0. m. 


Fbahoi. 










Loaifl d'or of LoaU XV., 


1726-73 


124 


897 


4 79 


«* of Louis XVL, 


1786-92 


116-5 


900 


4 516 


Doable Loaia d*or of Louis XV., 


1744 


250 


902 


971 1 


" of LouU XVI., 


1786-92 


235 


901 


9119 


Nmpoleon, 20 firancs, of Napoleon, 


1803-14 


99-2 


899 


3 84 1 


The subsequent gold coinage of France is 


of the nni- 








form fineness of 899, except the twenty 1 


franc pieces 








of Louis Philippe, coined in 1840-41, which are 900. 








Gaiioi. 










Twentj drachms of Otho, 


1833 


89 


900 


3 45 


Hahotib. 










Ducat of George III., 


1776 


53-5 


993 


2 28 8 


Pistole or five thaler of George III., 


1803 


102 


896 


3 93 6 


t< u u 


1813-14 


102 


890 


3 91 


Ten thaler of George IIL, 


1813-14 


204-5 


890 


7 83 8 


^ William IV. and Ernst. August 


1835 & seq. 


205 


895 


7 90 2 


Hkssi. 










Ten thaler of Frederick II., 


1773-85 


202 


890 


7 74 2 


Five thaler of Frederick IL, 


1771-84 


101 


893 


3 88 4 


" ofWUllamTX., 


1788-89 


101-5 


892 


3 89 9 


" of WUliam I., 


1815-17 


101-5 


894 


3 90 8 


HiNDOSTAN. 










Mohur of Bengal, 


1770 


190 


982 


8 03 5 


i< li 


1787 


191 


989 


8 13 4 


u u 


1793 


191 


993 


8 16 8 


u tt 


1818 


204-7 


917 


8 08 4 


" oflCadras, 


1818 


180 


917 


7 10 9 


" of Bombay, 


1818 


179 


920 


7 09 2 


Half-mohur of Bengal, 


1787 


95 


984 


4 02 6 


Star pagoda of Madras, 




52-5 


800 


180 9 


Pondicherrj pagoda of Pondicherrj, 




52-5 


708 


160 1 


Porto NoTo pagoda, of Portuguese Company, 


52-5 


740 


167 3 


MlOKLINBURG SCHWBRIN. 










Ten thaler of Frederick Francis, 


1831 


204-5 


896 


7 89 1 


Mizico. 










Dubloon of Mexico, Augustin, Emperor, 


1822 


416-5 


864 


15 49 8 


" " Mexican RepubUc, 


1824-30 


416-5 


865 


15 516 


Other doubloons minted at Mexico weigh 


417 grains, 








and are from 867 to 869 thousandths fine. The 








doubloon of Guanaxuato varies from 860 to 867 in 








fineness. 










Doubloon of Durango. 




417 


868 


15 58 8 


>» tt 




417 


865 


15 53 4 


u tt 


1833-36 


417 5 


872 


15 67 9 


*^ of Guadalaxara, 




416 


865 


15 49 7 
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Table of Coinage of Different Nations. — (hnHnusd. 



NATION. 


Welchi. 




VahM. 






Oralas. 


Thou. 


d. e. m. 


Milan. 










Zecchino, or Sequin, of Maria Theresa 


and 








Joseph IL, 


1770-84 


5^6 


990 


2 28 1 


Doppia, or Pistole, of Joseph IL, 


1783 


97-6 


908 


3 813 


Forty lire of Napoleon, 


1805-14 


199 


899 


7 70 6 


Sovereign of Francis L, 


1831 


174-6 


898 


6 74 8 


" of Ferdinand I., 


1838 


174-6 


901 


6 77 I 


Half-sovereign, 


1839 


87 


9oa 


3 38 


Naplis and Sicily. 










Six ducat, of Ferdinand IV., 


1783 


135 


893 


5 19 2 


Onzia of Sicily of Charles, 


1751 


68 


859 


2 516 


Onzia of Ferdinand I., 


1818 


58 


995 


2 48 5 


Twenty lire of Joachim Napoleon, 


1813 


99 


900 


3 84 8 


NiTHBRLANDS. 










Ducat, 


1770-1810 


53-5 


980 


2 26 8 


" ofWiUiamL, 


1833-39 


53-7 


981 


2 26 9 


Ten guilders of William I., 


1816-39 


103-5 


899 


4 00 7 


Fbrsia. 










Toman of Fatha Ali Shah, Kajar, 1230-40 (1814-24) 


71-2 


991 


3 04 2 


'* of Mohammed Shah, Shakinshah, 


1255 (1839) 
1252 (1837) 


63-7 


965 


2 23 3 


Half-toman of Mohammed Shah, 


27 


968 


I 12 1 


Poland. 










Ducat of Stanislaus Augustus, 


1791 


63-5 


984 


2 26 6 


Portuoal. 










Moidore of Peter II., 


1689 


165 


908 


6 45 2 


It u 


1705 


165 


928 


6 59 4 


of John v., 


1714-26 


165 


913 


6 48 8 


Half-joe, 


1727-77 


217 


914 


8 62 


" of Maria I. and Peter III., 


1778-85 


220 


913 


8 65 


« of Maria I., 


1787-1804 


221 


914 


8 69 9 


" of John VI., 


1822-24 


221 


909 


8 65 2 


Joannese of John V., 


1730 


439 


912 


17 24 2 


Crown of Maria II., 


1838 


148 


912 


5 813 


Prussia. 










Frederick d'or of Frederick IL, 


1752-82 


102 


901 


3 95 8 


** of Frederick William II., 


1795-96 


102 


897 


3 94 


" of Frederick Wilhelm III., 


1799-1812 


102 


901 


3 95 8 


Double Frederick d'or of Fred. Wilhelm III., 1800-1 1 


205 


898 


7 92 3 


« (i (( 


1831 


205 


903 


7 97 2 


Ducat of Frederick William II., 


1787 


53-5 


979 


2 25 6 


Rome. 










Sequin of Pius VI., 


1775-83 


52-5 


996 


2 25 2 


DoppiaofPius VI., 


1777-86 


84 


906 


3 27 8 


" of Pius VII., 




84-5 


901 


3 27 9 


Gold scudo of Republic, 


1799 


910 


833 


32 64 6 


Ten scudi of Gregory XVI., 


183G 


267-5 


900 


10 36 8 



ALLOTS OF GOLD FOR DENTAL PURPOSES. 



73 



Tablb of Coinaoe of Different Nations. — Continued. 



KATIOX. 



RUSRLL. 

Imperial of Elizabeth, 1756 

The gold coiiis of Rassia, though irregular in weight, 

are of the same ttandard fineness during the reigns 

of Rlizabeth and Catharine II. 

Dneat of Paul I., 1798 

Three roubles of Nicholas, 1838 

Half-imperial of Nicholas, 1 839 



Sardihu. 
Pistole of Victor Amadeus, &c., 
Carllno (island) of Victor Amadeus, Ac, 
Marengo of Republic, 
Eightjlire, 
QenoTine of Ligurian republic (Genoa) 



Saxont. 
Double August d'or of Fred. August III., 



i< 



(1 



(( 



«c 



II 



Double Anton d'or of Anthonj, 
Ducat of Anthonj, 

Spaih. 
Coh doubloon of Philip V., American, 
Doubloon of Ferdinand VI., American, 
of Charles III., American, 
of Charles III. Spanish, 
of Charles IV. and Ferdinand 
VII., American, 
Pistole of Philip V., Spanish, 

of Charles III., American, 
of Ferdinand VII., American, 
Escudo of Charles III., Spanish, 
" of Charies IV., 
** of Ferdinand VII., American, 
Half-doubloon of Charles III., Spanish, 
" of Charles IV , American, 

of Ferdinand VII., Spanish, 



u 
u 



<( 



SWBDBN. 

Ducat of Gustavus III. and Gustavus IV., 
»• of Charles John XIV., 

SWITSBRLISID. 

Pistole of Berne, 

of Basle, 

of Soleure, 

of Helvetian Republic, 
Ducat of Berne, 
« of Basle, 

TCKIS. 

Half-sequin of Abdul Hamed, 



u 
II 
il 



1773 
1800 

1798 



1784-1817 

1826 

1830-36 

1830 



1733-44 

1751 

1772-84 

1780-88 

1789-1821 

1745 

1774-82 

1813-24 

1786-88 

1789-1808 
1809-20 
1780-fc2 

1789-1808 
1810-24 



1777-1800 
1838 



1796 
1795 
1798 
1800 
1794 



1773 



Wslffht. 


PinensM. 


Graias. 


ThoDS. 


253 


915 


66 


969 


60-5 


917 


100-5 


917 


148 


905 


247 


890 


98 


898 


398 


898 


388 


908 


204-5 


896 


205 


898 


205 


900 


53-7 


979 


416 


895* 


416 


908 


416 


843t 


416 


890 


4165 


868 


103 


909 


103 


895 


104 


872 


52 


874 


52 


868 


52 


851 


206 


896 


208 


870 


208 


865 


53 


977 


54 


975 


116 


901 


118 


891 


116 


898 


116 


897 


52-5 


974 


53 


943 


19 


885 



Valoc. 
d. e. m. 

9 97 



2 75 4 

2 38 9 

3 96 9 



5 76 8 

9 46 7 

3 79 

15 39 2 

15 17 2 



7 89 1 
7 92 8 
7 94 6 
2 26 4 



16 03 4 
16 26 5 
16 00 
15 58 7 

15 57 
4 63 2 
3 97 
3 90 6 
1 95 7 
1 94 4 
190 6 
7 95 
7 79 3 
7 74 8 



2 23 

2 26 7 



4 50 1 
4 52 8 
4 48 6 
4 48 1 
2 2U2 
2 15 2 
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• TailM from 803 to 898. 



t Varien from 883 to 893, the oldest pleeet being the best 
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Tabu of Coihaob of Diffbbbr MAnovs. — OmUmud. 



MAnam, 


WdgkC 


fi»^ 


TalM. 


TVIUT. 




•— • 


«~ 


«.«.■. 


Scqoin fbndoak of Selim III^ 


1789. 


62.6 


86o 


1809 


'*• Bemifthboab of Bdlm III., 


1789 


36 


800 


124 


OhadBkoflhliiiioiidll., 


1822-14 


26 


833 


897 


Twenty piaitret, of Mfthmoad II., 


182T 


27-6 


876 


1087 


YinnUik, SO piMten, of Abdid Me<Uid, 


1840 


24-6 


832 


87 7 


TUICAVT. 










BnspoBO of Fnodt IIL to Leopold IIL, 


1738-1800 


160 


997 


6 87 


<« ofLoolsl.uidGlMrieel, 


1801-07 


161 


998 


6919 


" of Leopold IL, 


1824-34 


161 


999 


6926 


Sequin of Let^old, 


1765-79 


63 


997 


2 27 6 


<« of Leopold n^ 


1824-34 


63-6 


999 


2301 


UiiTiD Statu. 










Bi«le, 


1792-1834 


270 


916-7 


10 674 


to 


1834-1837 


268 


899-2 


9997 


II 


1837 and aeq. 


268 


900 


10 


WUBTIVBUBO. 










DnentofOhariet, 


1790-1818 


63 


980 


2237 



CHAPTER V. 

METHOD OF CJONVBRTING GOLD ALLOYS INTO THE REQUIRED 

FORMS FOR DENTAL PURPOSES. 

Manner of procuring an ingot. — The gold, with its 
alloying constituents, is put into a clean crucible, lined 
on the inside with borax, and placed in the furnace. 
When the contained metals are perfectly fused, the 
crucible should be retnoved from the fire with a pair of 
tongs, and the contents poured quickly but carefully into 
the ingot molds; the latter being placed conveniently 
near the mouth of the furnace, as the molten metals soon 
become chilled on exposure to the open air. Before 
pouring, the molds, if made of iron, should be mode- 
rately heated and oiled, or coated with lamp-smoke by 
holding their inner surfaces over the flame of an oil lamp 
or gas jet. 

Ingot molds are constructed of various substances, 
but those in most common use, and at the same time 
most convenient, are formed of iron ; and for gold, are 
generally about two inches square, and from one-eighth 
to one-sixth of an inch thick. (Fig. 11.) They should be 
slightly concave on their inner surfaces to compensate 
for the greater shrinkage of the gold in the centre than 
at the margins of the ingot. 

Soapstone is sometimes employed for the same pur- 
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pose, and is preferred by many. It should also 
be warmed aud oiled before pouring the metals. 
Molds made from charcoal are also sometimes used, 
^'e- '!■ but as they require to 

be freiiuently renewed. 
arc not generally em- 
ployed. Molds are 
formed from this latter 
substance by selecting 
two pieces with even 
surfaces, or dividing a 
single piece with a saw, 
when either the required size and shape of the mold 
may be cut out in one half, or a strip of sheet-iron, a 
little broader than the required thickness of the ingot, 
being bent into proper form, is placed between, and the 
edges partially imbedded in, the two pieces of charcoal 
and the latter secured by binding them together with 
wire. Molds made from this material do not require 
to be either heated or oiled. 

It not unfrequently happens that, at the first pouring, 
the metals arrange themselves in the ingot in accordance 
with the density of the several components ; those of 
greater specific gravity passing to the bottom, and the 
lighter metals remaining above. Whenever this occurs, 
the ingot must be broken into pieces and re-melted ; this 
should be repeated, if necessary, until the alloy assumes 
a perfectly homogeneous appearance. It should then be 
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annealed in hot ashes, which softens the gold and re- 
moves the adhering grease. 

Forging. — Before laminating the ingot, it should be 
reduced somewhat in thickness by placing it on an even- 
faced anvil or other equally smooth and resistant surface, 
and subjecting it to repeated blows with a tolerably 
heavy hammer. It should be frequently annealed, and 
the process of forging continued, alternately hammering 
and annealing, until the ingot is i educed one-half or more 
in thickness. 

Lamimding or rolling. — The reduced ingot, well an- 
nealed, is next laminated or spread out into a sheet of 
greater or less thinness by passing it repeatedly between 
two strong, highly pohshed, cyhndrical steel rollers. 
The mills used for the purpose are variously constructed; 
the plainest forms bemg very simple f i~ 

in their mechanism, while others, or 
geared mills, are more coniplicatod, 
and are constructed with a view to a 
greater augmentation of power, and 
precision, and certainty of action. 
The latter, (Fig. 12,) if of approved 
pattern, materials and manufacture, 
are, upon the whole, more econo- 
mical and reliable than the cheaper 
varieties. The rollers, for the pur- 
poses of the dentist, should be from 
three to four inches in length. 
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In laminating, the rollers should first be adjusted 
equi-distant at both endSj and this uniformity, as they are 
approximated from time to time, should be preserved 
throughout. At every passage of the gold bar between 
the rollers, the distance between the latter should be 
diminished ; care being taken that the approximation be 
not suflScient to clog or impede the free action of the 
mills. The gold, which in time becomes hard and brittle 
and hable to crack in the mills, should be frequently and 
well annealed by bringing it to a full red heat; this 
restores the pliancy of the gold and facilitates the opera- 
tion in the press. 

When the ingot has been extended in one direction as 
far as may be desired, it should always be re-anneaJed 
before turning it in the mills ; a neglect of this precau- 
tion will seriously interfere with the working of the gold 
by twisting or doubling the plate upon itself; and in 
some instances, provided the gold has not been well 
annealed throughout the operation, or is in any consider- 
able degree unmalleable, the plate will be torn across 
and rendered unfit for use. 

A thin or retreating edge may be given to the plate at 
any desired point or points by passing such portions part 
way between the rollers and withdrawing; repeating 
this, with the rollers brought a little nearer to each other 
every time the plate is introduced between tliem, and 
decreasing the distance the plate passes each time until 
it is reduced to as tliin an edge as may be desired. 
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The degree of attenuation obtained by rolling is detei^ 
mined by what is called a gauge plate, (Fig. 13.) This 
instrument is usually circular f,„, 13 

or oblong in form, and is marked 
at intervals on its edge by cross- 
cut grooves or fissures, which 
successively diminish in size 
and are indexed by numbers 
ranging from 6 to 40. The 
size of the grooves diminish 
with the ascending numbers. During the operation of 
rolling, the plate should be tested, from time to time, by 
the gauge to determine when it has undergone sufficient 
attenuation. 

Thickness of gold plate required as a base/or artificial 
dentures. — In prescribing the thickness of plate proper 
for the purpose indicated, no estimate can be given that 
will apply to all cases, as certain conditions of the mouth, 
to be mentioned hereafter, will suggest some modifica- 
tions in this respect. Usually, however, plate for entire 
upper sets should correspond in thickness with number 
26 of the gauge-plate ; for the under jaw, number 24 
may be used ; while for partial upper pieces, an inter- 
mediate number may be chosen, unless atmospheric-pres- 
sure plates are used, when the number recommended for 
full upper sets may be employed. 

Thickness of phte for clasps, sta^s, <tc. — Plate for 
these purposes irhould correspond with from 20 to 22 of 
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the gauge; a less amount of substance, as before stated, 
being required when the alloy has incorporated with it 
a small proportion of platinum. 

EeducUon of gold solders into proper form for tise. — The 
method of converting gold solders into the form of plate, 
does not differ from that already described in the manu- 
facture of plate as a base, except that when zinc or brass 
is used, the latter should be added after the other con- 
stituents are completely fused, and then instantly poured 
to prevent undue wasting of the base metals by a too 
proti'acted heat. 

The solder should be reduced to plate somewhat thin- 
ner than that used for upper sets, say 28 of the gauge- 
plate. It is customary sometimes to roll the solder into 
very thin ribbons, but this is objectionable for the reason 
that a greater amount of the alloying metals being ex- 
posed in a given surface to the action of the heat in 
soldering, are burnt out or oxydated, which interrupts 
the flow and weakens the attachment between the solder 
and plate. 

Method of obtaining gold wire. — To convert gold or its 
alloys into the form of wire, the operator should be pro- 
vided with a draw-phite, a vice, and pair of hand-pincers. 
A draw-plate (Fig. 14) is an oblong piece of steel pierced 
with a regular gradation of holes, or a series of progres- 
sively diminishing apertures, through which the gold 
bar, reduced to a rod, is forced and made to assume the 
form and dimensions of the hole through which it is last 
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ilruwn. The holes are formed with a steel piinchj ami 
lire enlarged on the side where the wire enters and 
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diminish with a gradual taper to the other side. A 
dratc-heneh is aometiuies employed in extending the wire, 
the power being applied by a toothed wheel, pinion, and 
rack-workj and is moved by the hands of one or two 
persons. For the purposes of the dentist, however, it 
will be sufl5cient to fix the draw-plate securely between 
the jaws of a bench-vice, and, by seizing hold of one end 
of the gold rod with a strong pair of clamps or hand- 
pincers serrated or cut like a file on the inside of the 
jaws, the wire may he drawn steadily through the plate, 
passing from the larger to the smaller holes until a wire 
of the required size is obtjuued. 

In drawing the wire, the motion should be steady and 
uniform, for if drawn interruptedly or by jerks, the 
wire will be marked by corresponding inequalities. The 
gold rod should also be annealed from time to time, and 
the holes kept well greased or waxed. 
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The process described above will answer equally well 
in reducing any of the ductile metals to wire, as silver, 
copper, platinum, &c., so that any further description of 
the method, in connection with these metals, will be un- 
necessary. 

Method of cmisifucting spiral springs. — Inasmuch as 
spiral springs have been, to a great extent, superseded 
by more approved agencies employed in the retention of 
artificial teeth io the mouth, and as all the principal den- 
tal furnishing houses are supplied with these appliances 
already prepared for use, the author does not deem it 
necessary to enter into a description of the various appa- 
ratuses used in making them. 

The following simple contrivance will meet the limited I 
requirements of those who are obliged or prefer to manu- 
facture their own springs. The wire, obtained as already 
described, is held between two blocks of wood fastened , 
between the jaws of a bench-vice. By means of a small ' 
hand-vice, one end of the wire is clamped to a uniformly 
cylindrical and well-tempered steel rod or wire four or 
six inches long, and about the size of a small knitting 
needle, and which bping made to revolve while resting 
on the blocks of wood, the wire ia wound firmly and 
compactly around it producing a uniform coil. 



CHAPTER VI. 

SILVER. 

General properties of silver, — Pure silver, when pla- 
nished, is the brightest of the metals. Fused, or in the 
form of ingot, its specific gravity is 10*47 ; but when 
hammered or condensed in the coining press, its density 
is increased, and its specific gravity becomes 10*6. It 
fuses at an extreme red heat, generally estimated at 
1-873® Fah. It is remarkably laminable and ductile; 
yielding leaves not more than ^ of an inch thick, and wire 
400 feet of which may be drawn weighing but a single 
grain. It exceeds gold in tenacity or cohesion, but is 
inferior to platinum in this respect. A silver wire "078 
of an inch in diameter will sustain a weight of 187*13 
pounds. Fine silver is unaffected by moisture or pure 
atmospheric air, but is readily to^rnished with a film of 
brown sulphuret by exposure to sulphuretted hydrogen. 
The sulphuret of silver thus formed may be easily re- 
moved by rubbing the metal with a solution of cameleon 
mineral, prepared by calcining equal parts of black or 
peroxide of manganese and nitre. Unlike gold and pla- 
tinum, it is readily soluble in nitric acid ; this and sul- 
phuric acid being the only simple ones that dissolve it. 
Silver becomes very brilliant when heated ; boils and 
vaporizes above its fusing point; and w^hen cooled slowly, 
its surface presents a crystalline appearance. 
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Allocs of Silver. — Silver combines readily with most 
metals, forniiDg compounds of variable degrees of mallea- 
bility, ductility, density, &c. 

Tin, zinc, antimony, lead, bismuth aud arsenic, render 
it brittle. A very minute quantity of tin is fatal to the 
ductility of silver. Silver does not easily combine with 
iron, although the two metals may be united by fusion. 
Gold, copper, platinum, iridium, steel, manganese, and 
mercury, also form alloys with silver. 

An alloy of nine parts of silver and one of copper is 
the Government standard of the United States coinage 
since 1837. To this, three cent pieces form an excep- 
tion; these being composed of three parts silver and two 
of copper. The coins of silver having a greater average 
fineness than those of our own country, are Brazil, 
Britain, Chili, France, Greece, Hindostan, Persia, Por- 
tugal, Rome, and Tuscany, A common impression pre- 
vails that the Mexican silver coin contains more than an 
average percentage of silver, and is therefore sought after 
on aecouut of its supposed purity. This is true of some 
pieces coined at different periods, but the average fine- 
ness of the Mexican, as well as Spanish coins, is ex- 
ceeded by those of the United States mints. 

Reduction of silver to the required fonns for dental pur- 
poses. — Owing to the very soft and flexible nature of 
silver in its pure state, it is usual, when converting it 
, into plate or other forms for use, to employ an alloy of 
the metal. Ilence silver coins, which are made harder 
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by the copper they contain, are generally selected for 
the pprpose. The employment of silver, thus debased, 
as a base for dental substitutes is regarded by many as 
unsafe and injudicious. Although the influences of an 
alloy so readily acted upon as this by the various agents 
which affect it chemically, cannot always be certainly 
predicted in every case, yet no reasonable doubt can be 
entertained but that, under the favoring conditions which 
usually exist in the mouth, the evils accruing, directly 
and indirectly, to the organs of the mouth, and through 
them to the general system, are positive and undoubted. Z 
If used at all, therefore, it should be alloyed with the 
least practicable amount of copper, or what is better, pure 
silver should be reduced with platinum alone, in suflS- 
cient quantities to impart to the plate an adequate de- 
gree of strength and elasticity. The tendency of silver / 
to tarnish in the mouth when alloyed with copper, may 
be diminished by boiling the finished piece in a solution 
of cream of tartar and chloride of soda, or common salt, 
or by scrubbing it with aqua ammonia, which removes 
the superficial particles of copper, and exposes a surface 
of fine silver. When platinum is introduced as the sole 
alloying component, the purity of the silver is not only 
preserved, but the alloy is less easily acted on chemi- 
cally, while the plate derived from it is rendered suffi- 
ciently inflexible and elastic. From three to five grains 
of platinum may be added to one pennyweight of pure 
silver. 
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On account of the strong affinity of sulphur for silver, 
the fuel most proper to be used in melting it is charcoal. 
The various processes employed in the conversion of 
silver into the required forms for use are similar to those 
described for gold, and need not be recapitulated- 

Formulas for silver solders. — Silver solders are usually 
composed of silver, copper, and zinc, in variable propor- 
tions. Alloys formed from the following formulas are 
such as are generally employed in soldering silver plate 
derived from the coins of that metal. Three-cent pieces, 
composed of two parts silver and one of copper, may 
also be used for the same purpose. 

Formula No. I. Foiinula No. 2. 

Siher 66 parU. Silver 6 ptirtB. 

Cftpper 30 " Copper 2 ■' 

Zino 10 " Brass 1 " 

When the material to be united is composed of pure 
silver and platinum, silver coin alloyed with one-tenth 
zinc may be used as a solder. 

In compounding silver solders, the silver and copper 
should be first melted, and the zinc or brass afterwai'ds 
added, when they should be quickly poured to prevent 
undue waste, by oxydation, of the more fusible com- 
ponent. The ingot, when cold, should be rolled into 
plate u little thicker than that recommended for gold 
solder. 



CHAPTER VII. 

PLATINUM AND THE PLATINOID "METALS. 

Platinum is a grayish-white metal, resembling in some 
measure polished steel. It is harder than silver, and 
has a density greater than any other known metal, its 
specific gravity being 21-25. It remains unaltered in 
the highest heat of a smith's forge, and can only be fused 
by means of the oxy-hydrogen blowpipe and galvanism. 
A white heat does not tarnish it, nor is it in any way 
.-iffect^d by exposure either in the air or water. It is 
insoluble in any of the simple acids ; nitro-muriatic acid 
being the only one that dissolves it. It is sufficiently 
malleable to be hammered into leaves so thin as to be 
blown about by the breath. It may be drawn into wire 
the two-thousandths of an inch in diameter, and a still 
greater attenuation may be obtained by coating the wire 
with silver, drawing it out, and dissolving off the Latter 
metal. 

Platinum is very soft and flexible, and when rolled 
into thin sheets, say 28 or 30 of the gauge-plate, and 
well annealed at a strong white heat for eight or ten 
minutes, it may be readily forced into all the inequa- 
lities of a zinc die without producing any appreciable 
change in the face of the latter. 

The following interesting and practical observations on 
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the method of melting and welding platinum scraps, are 
taken from a recent dental publication,* by E. A. L. 
Roberts, By this process, the operator will be enabled 
to re-convert his waste scraps of platinum into con- 
venient forms for use, and which he could not otherwise 
avail himself of on account of the infusible nature of this 
metal in its uncombined state. 

"Platinum used by dentists should be soft, tough, 
and without flaws. These qualities can be attained only 
by thorough melting and welding. The welding must 
be done at a white heat. When the surface is cool 
enough to be visible, the metal is too cool to be welded, 
and every blow is injurious, because it has a tendency 
to shatter and shake it to pieces. The necessary deli- 
cacy of this process, and the uncertainty of success, has 
led some writers to declare that platinum is incapable of 
being welded. The platinum must be perfectly clean, 
and must be heated in a muffle. Wlien welded, the 
metal should bo handled with tongs plated with platinum, 
and hammered with a clean hammer on a clean unvil, 
both of which should be as hot as possible, without 
drawing the temper of the steel. The hammer used in 
welding should weigh about a pound, to prevent draw- 
ing the metal; but when welded, the metal may be 
forged with a heavier hiunmer. 

'' The scraps or sponge should be condensed in a square 
mold, very compactly, two pieces of whicli, weighing 

< Dental iDBtruutor, vol. i. p. 10. 
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from ten to twenty ounces, may be put into a muffle 
together. When the heat becomes so great, that on 
opening the door the metal becomes invisible, bring one 
of the pieces in the tongs, quickly to the anvil, give it 
three or four quick, sharp blows, in rapid succession. 
Return the piece to the muffle, and proceed with the 
other piece in like manner, and thus alternately, till both 
are thoroughly welded. 

" We use one of our improved tooth-furnaces of the 
largest size, fourteen by ten inches, inside measure. 

" Platinum should never be thrown into water while i 
hot, as that t^nds to make it crystallize. It should be ( 

thoroughly hammered, as it makes it tough and fibrous. 
The following process gives the best results in melting 
this metal. Condense the scraps, sponge or filings in an 
iron mold. Lay the condensed mass on a concave fire- 
brick, and heat it to whiteness. Take the brick from 
the muffle, and place it in a sheet-iron pan, coated with 
plaster and asbestos. The pan should be deep enough 
and broad enough to catch all the globules and other 
loose particles of the metal. Place it under the jet of 
the oxy-hydr(^cn blowpipe, in the following manner : 

" The pan is provided with a handle, opposite to which 
is a ring, which is to be attached to an iron hook and 
rod, suspended from the ceiling by a slip of India rubber, 
which enables the operator to hold the pan conveniently 
at any dbtance from the jet of the burning gases. The 
hydrogen is first lighted, and gives a powerful flame, but 
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as the oxygen combines with it, the flame subsides into 
an intense focua of heat, in which the metal is soon 
brought to a state of fusion. Begin at one end and melt 
along toward the other, till the whole is fused in one 
mass. The platinum in this condition, when cool, is 
quite crystallized and sonorou.?. . It breaks very easily, 
like spelter-zinc. Heat it very hot and forge it. A 
continuation of this process renders it soft, tough, and 
fibrous. When reduced to the width desired, and to the 
thickness of one-fourth of an inch, it should be made 
very hot, and passed instantly through the rollers." 

Platinum, in mechanical practicoj is chiefly employed 
as a base for continuous gum work ; it is also used as a 
coloring ingredient of porcelain, and for pins in the manu- 
facture of mineral teeth; and, to a limited extent, in 
some of the minor operations of the shop. 

pyre gold is the only proper solder for this metal. 

Alloys of platinum. — Platinum unites with most of the 
base metals, forming alloys of variable degrees of Jiard- 
ness, elasticity, brittleness, color, fusibility, &c., but 
their practical value to the dentist is not sufficient to 
justify a separate description of their properties. 

Alloyed with gold it forms a straw-colored alloy, the 
shade depending on the quantity of gold added. Silvcj- 
hardens it, the resulting aUoy being unaffected by 
Bulphur. 

Platinoid metals. — The platinoid metals, palladium, 
iridium, osmium, rhodium, and ruthenium, are native 



PLATINUM AND THE PLATINOID METALS. 91 

contaminations, the alloys of these metals having a close 
general resemblance to platinum. 

Among the platinoid metals, palladium is the only one 
that has been used for dental purposes, and that only to 
a limited extent. It is of a steel-gray color, and when 
planished, is a brilliant steel-white metal not liable to 
tarnish in the air. Though closely resembling platinum, 
it may be readily distinguished from the latter metal by 
the following tests : 1. It has little more than one-half 
the density of platinum. 2. If a piece of it is heated to 
redness, it assumes a bronze-blue shade of greater or 
less intensity, as it is cooled more or less slowly ; but if 
it is suddenly chilled by immersing it in cold water, it 
instantly resumes its original luster. 3. When a drop 
of the tincture of iodine is let fall* upon its surface and 
evaporated over the flame of a lamp, a black spot remains, 
which does not occur with platinum. Palladium melts 
at about 9500° Fah., and does not oxydize at a white 
heat. Its specific gravity is from 11-8 to 12-14. 




ALUMINUM. 

Alumlvium is the metallic basis of Jilumina, the latter 
being the characteristic ingredient of common clay. It 
is only within the past few years that the attention of 
chemists has been directed to the production of this 
remarkable metal with a view to its general introduction 
into commerce and the arts. Prior to the researches of 
M. Deville, who, under the patronage of the present 
Emperor of the French, commenced his researches in 
1854 for the production of this metal on a large scale, 
the small quantities produced and the corresponding ex- 
orbitant prices it commanded, rendered it entirely un- 
available for other purposes than merely scientific ex- 
periment. The improvements in the method of obtaining 
it, however, which have been recently introduced, cannot 
fail, by rendering its production more economical, to 
supply it in much larger rjuantities and at a correspond- 
ing reduction in the cost of the metjil. 

The following account of the properties of this metal 
is taken from a paper read before the Society of Arts, 
London, by its Secretary, P. Le Neve Foster. It em- 
bodies the most authentic and complete description of 
the properties of aluminium that has yet been published. 

'• One of the most striking properties of aluminium is 
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its extreme lightness, its specific gravity being 2G, 
nearly that of glass, whilst that of platinum is 21*5, gold 
19-5, silver 10-5, copper 8-96, zinc 7*2, tin 7-3. 

" The metal is malleable, ductile, almost without limit ; 
it can be reduced to very thin sheets, or drawn into very 
fine threads. Its tenacity, though superior to that of 
silver, is less than that of copper ; but no very accurate 
experiments have been made in this respect. 

" When pure, it is about as hard as silver. Its elastic- 
ity is not great. It files readily, and is said not to 
injure the file. It conducts electricity with great facility, 
so that it may be considered as one of the best conduc- 
tors known, almost equal in this respect to silver, and 
more than eight times a better conductor than iron. It 
melts at a temperature a little above that of zinc, be- 
tween zinc and silver. In its chemical qualities it would 
seem to take an intermediate rank between what are 
termed the noble metals and the common metals, being, 
as Deville states, one of the most unalterable of metals. 

" It might be imagined that it would as readily re- 
assume its oxygen as it parted with it with difficulty 
when in its state of oxyd. This, however, is not the 
case ; it appears to be as indifferent to oxygen as either 
platinum or gold. In air and in oxygen it undergoes no 
sensible alteration, and it even resists it at the highest 
temperature which Deville could produce in a cupelling 
furnace, a temperature higher than that employed in 
assaying gold. Water has no action, according to Deville, 
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on aluminium, neither at its ordinary temperature, nor 
when boiling, nor even upon the metal at a low red heat, 
near its melting point. According to Professor Grace 
Calvert, this statement must be received with some 
degree of caution, as in experiments he has made he 
considers that oxydation does take place slowly when 
the metal is immersed in water for any considerable 
length of time. It is not affected by sulphur or sulphu- 
retted hydrogen, like silver, nor is acted upon to any 
considerable degree by any of the oxy-<acids in the cold; 
nitric acid, whether strong or weak, at its ordinary tem- 
j)eraturo, in no way affects it, though when boiling it 
acts upon it slowly. Small grains of aluminium, plunged 
ill sulphuric acid for three months, remained apparently 
unaltered. The vegetable acids, such as acetic, oxalic, 
and tartaric acids, have scarcely any effect on it at all. 
The true solvent of the metal is hydrochloric acid, which 
attacks it rapidly. It appears to resemble tin when 
brought into contact with hydrochloric acid and the 
chlorides. Its absolute harmlessness permits of its being 
employed in a vast number of cases where the use of 
tin would not be desirable on account of the extreme 
facility with which that metal is dissolved in the organic 
acids. 

'' Figuier, in his Scientific Year Book for 1858, just 
published, states that the caustic alkalies, potash and 
soda, and even ammonia, dissolve aluminium sensibly. 
He also states that common salt and acetic acid, (vinegar,) 
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especially when mixed, attack and dissolve aluminium. 
He adds, that the mixture of salt and vinegar for sea- 
soning a salad, made in a spoon of aluminium, feebly but 
inevitably attacks it. 

" All these points, however, deserve to be inquired 
into, as there seems some discrepancy between different 
writers on them." 

Alloys. — " Aluminium, like iron, does not unite with 
mercury, and scarcely at all with lead. It, however, 
forms a variety of alloys with other metals. It can be 
alloyed with iron, and when aluminium becomes cheaper, 
it will be curious to see what effect mixtures of this 
metal with iron will have upon its quality, whether for 
good or for evil. It seems to unite readily with zinc, 
and these have been found to give the best promise as 
solders for aluminium ; but, unfortunately, when melted, 
neither of them are sufficiently liquid, and do not run 
readily. The joints made will not bear a blow. A 
variety of alloys with nickel have been made, and that 
consisting of 100 parts of aluminium and 3 of nickel, is 
found to work readily, and to have gained hardness and 
rigidity, as compared with the pure metal. The alloys, 
however, with copper are the most striking ; they are 
light and very hard, and capable of a fine polish. In 
the same degree that copper adds to the hardness of 
aluminium, so does the latter, when used in small quan- 
tities, give hardness to copper, without, however, injur- 
iDg its malleability. It renders it susceptible of a fine 
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polish, and, according as the proportions are varied, the 
color of the alloy becomes deep or pale gold. Alloys of 
copper with five and ten per cent, of aluminium, resem- 
ble gold perhaps more than any other metallic alloy 
hitherto employed. They do not tarnish sensibly by 
exposure to the air. Aluminium can be deposited by 
the battery, and by the same agent it can be gilt or 
silvered." 

Some attempts have been made to render aluminium 
available as a base for artificial teeth, but with only par- 
tial success. Whei> in the form of plate, no suitable 
solder has yet been discovered by which the several 
parts of a dental appliance may be securely united to 
each other ; and experiments in casting this metal have 
practically failed, owing to its extreme lightness and 
consequent want of fluidity. More experience in its 
proper management, and a further acquaintance with its 
capabilities in yet unknown forms of combination with 
other metals, may ultimately demonstrate its appli- 
cability to dental purposes. 



CHAPTER IX. 

COPPER, ZINC, LEAD, TIN, ANTIMONY, AND BISMUTH. 

COPPER. 

Copper is one of the metals most anciently known ; is 
of a brownish-red color, with a tinge of yellow ; has a 
faint but nauseous and disagreeable taste, and imparts, 
when exposed to friction, a smell somewhat similar to 
its taste. Its specific gravity ranges from 8.8 to 8.9. 
It is both malleable and ductile, but excels in the former 
property, finer leaves being obtained from it than wire. 
It is inferior to iron in tenacity, but surpasses gold, 
silver, and platinum in this respect. .Copper melts at 
1996° Fahrenheit. 

Alloys of Capper. — Copper unites readily mth most 
metals, forming alloys of great practical value in the arts, 
but which have but a limited application in dental labo- 
ratory processes. Many of these alloys are curious and 
instructive as illustrating the* singular and unaccountable 
influence of alloying upon the distinctive properties of 
the component metals. Copper and tin, for example — 
the former of which is highly ductile, and the latter 
equally malleable — ^when combined in the proportion to 
form speculum metal, (9 C — 1 T) forms an alloy distin- 
guished for its extreme britlleness, with a surface hard- 
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ness almost equal to steel. By increasing the quantity 
of tin until the compound aasumes the proportions con- 
stituting Run metal, (C 2 — T 1) the alloy, though neither 
malleable or ductile, becomes eminently tough and rigid. 
Other prominent examples might be given, showing how 
completely this combining influence defies all calculations 
in regard to ultimate results. The following summar}' 
embraces the names and composition of the more familiar 
alloys of copper, omitting, as unnecessary in this connec- 
tion, a description of their individual properties. 

Alloys of Coppe}- tvith Zinc. — Brass is an alloy of un- 
certain and variable composition, consisting usually, how- 
ever, of 2 to 5 parts of copper and one of zinc. Brass 
melts at 1869° Farh. Prince's melal, and its allied com- 
pounds, Pinchbeck, Similor, and Munheim gold, cousistg 
of nearly equal parts of copper and zinc. Mosaic gohi 
consists of 100 parts of copper and from 52 to 55 of 
zinc. Dutch gold, from which foil of that name was 
formerly obtained, is formed of 11 parts of copper with 
2 of zinc. Bafh met'il is composed of 32 parts of bra^ 
and 9 of zinc. 

Brass solder consists of two parts of brass and one of 
zinc, to which a little tin is occasionally added. 

Alloys of Copper wilh Tin. — Bell metal usually consists 
of 100 parts of copper with from 60 to 63 parts of tin. 
Cannon melal is compounded of 90 parts of copper with 
10 of tin. Cymbals and gongs contain 100 parts of copper 
and 25 of tin. Speculum metal consists of 2 parts of 
copper and 1 of tin. 
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Copper and arsenic form a white colored alloy, and in 
the proportion of 9 parts copper and one of arsenic, is 
white, slightly ductile, and is denser and more fusible 
than copper. 

Genuine German silver is composed of copper 40*4 ; 
nickel 31-6 ; zinc 25*4 ; iron 2*6; but the proportions of 
the metals of this alloy differ according to the various 
uses to which this compound is applied. 

Chinese packfong consists of 5 parts of copper alloyed 
with 7 parts of nickel and 7 parts of zinc. 

A very useful alloy, employed in making plummer 
blocks, bushes, and steps for the steel and iron gudgeons 
and pivots of machinery to run in, is said to consist of 
90 parts of copper, 5 of zinc, and 6 of antimony. 

ZINC. 

Zinc is a bluish-white metal, possessing considerable 
luster when broken across. The commercial variety is 
always impure, containing traces of iron, lead, cadmium, 
arsenic, carbon, etc. It does not easily tarnish in dry 
air, but soon becomes dull on exposure to moisture. In 
the conditioa in which it ordinarily occurs it is a brittle 
metal, but may be rendered malleable by annealing it at 
certain temperatures. This change in its condition is 
effected by subjecting it to a heat of from 220° to 300°, 
at which temperature it may be rolled into sheets and 
retain its malleability when cold. The best annealing 
temperature for zinc is about 245°. A knowledge of 
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this fact will enable the operator to avail himself of the 
advantages of this property by annealing his zinc die, by 
which its liability to crack or part under the hammer is 
diminished. 

The Bfteciflc gi-avity of z!hc varies from 6'9 to 7*2. It 
melta at about 773°, and when heated much above this 
point with contact of air, it burns with a brilliant greenish- 
white flame, while woolly-looking flocculi rise from the 
vessel in which it is being heated and float in the air. 

Zinc has been long and almost exclu.sively employed in 
the formation of dies used in swaging metallic plates em- 
ployed in mounting artificial teeth, and experience has 
very justly accorded to it undisputed pre-eminence above 
ail other unalloyed metals for the purpose. A more par- 
ticular account of its peculiar fitness for dental purposes 
will be given under the head of Metallic Dies and Coun- 
ter-Dies. 



Lead has a grayish-blue color^ with a bright metallic 
lustre when melted or newly cut, but it soon becomes 
tarnished and dull-colored when exposed to the air. The 
specific gravity of commercial lead, which is usually con- 
taminated with other metals, is 11-352. It fuses at 612°. 
Exposed to a high heat, it absorbs oxygen rapidly, form- 
ing on its surface a gray film of protoxide and metallic 
lead. It is both malleable and ductile, but soft and per- 
fectly inelastic. 



Lead, either in its pure state or when alloyed with 
certain other metals, serves important pui'poses in the 
laboratory. In its simple or uncombined state it is 
useful only in forming counter-dies. Alloyed with anti- 
mony in the proportion of from i to i t)f the latter, with 
the addition sometimes of very small portions of copper, 
tin, and bismuth, it forms different grades of type metal, 
which is harder than lead and very brittle, and is some- 
times used for dies ; and sometimes, though very rarely, 
for counter-dies. When used as a counter to a zinc die, 
it is improved for the purpose by adding to it an equal 
qaantity of lead ; it may also be nsed in the form of a 
die in connection with a lead counter aft«r rough stamp- 
ing with zinc. 

The alloy known as Rose's fusible metal is composed 
of 2 parts of bismuth, 1 of lead, and 1 of tin, and melts 
at about 200°. A still more fusible alloy is composed of 
lead 3 parts, tin 2 parts, and bismuth 5 parts, which 
fuses at 197°. There are other alloys of lead, to be 
mentioned hereafter, melting at from 200° to 440°, which 
may be advantageously employed in forming dies to be 
used after zinc, where the latter, from its greater shrink- 
age, fnils to bring the plate into accurate adaptation to 
the mouth. 

Soft mUer is an alloy composed of lead and tin in the 
proportion of two parta of the former with one of the 
latter. 
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TIN. 

Tin is a brilliant silver-white metal, the luster of which 
is not sensibly affected by exposure to the air ; but is 
easily oxydized by heat. It has a slightly disagreeable 
taste, and emits, when rubbed, a peculiar odor. It is 
soft, inelastic, and when bent, emits a peculiar crackling 
sound called the creaking of tin. It is inferior in tenacity 
and ductility, but is very malleable and may be beaten 
into leaves the ^ of an inch in thickness ; ordinary tin 
/oU being about ^ of an inch thick. It fuses at 442° ; 
boils at a white heat, and burns with a blue flame to 
binoxide. 

The more common alloys of tin with other metals 
have already been noticed. It was at one time used as 
a base for artificial teeth ; and, more recently, it has been 
introduced as a component of '• cheoplastic" metal, a com- 
pound used for the same purpose. In its pure state, it is 
sometimes used for counter-dies, and occasionally for dies. 
When employed for the latter purpose in connection with 
a lead counter, the latter should not be obtained directly 
from the die, as the high temperature of melted lead would 
produce, when poured upon tin, partial fusion of the 
latter and consequentadhesionof the two pieces. When 
tin is used in the formation of a die, therefore, either a 
counter previous obtained from a zinc die should be used, 
or the " dipping" method employed, by which the 

\ oonnter-die is first obtained from the plaster model, and 

r a die from the counter. 




ANTIMONT.— BISMUTH. 103 

ANTIMONy. 

Antimony is of a silver-white color, with a tinge of 
blue, a lamellar texture, and crystalline fracture. It is 
brittle and easily pulverized. The specific gravity of 
the purest variety is 6'715. It fuses at about 810°, and 
when heated at the blowpipe, it melts with great readi- 
ness, and diffuses white vapors, possessing somewhat of 
a garlic smell. 

Antimony enters as an ingredient into the composition 
of type and stereotype metal, music plates, and Britannia 
metal. It is also a component of certain fusible alloys 
analogous to those already mentioned under the head of 
lead, and which, in the form of a die, are sometimes used 
on account of their slight degree of shrinkage. 

BISMUTH. 

Bismuth is a white-colored metal resembling, in some 
degree, antimony. It is soft, but so brittle as to be 
easily pulverized. Its specific gravity is 9'83, which 
may be increased somewhat by hammering. It melts at 
480° Fah., and may be cooled six or seven degrees 
below this point without fixing; but the moment it 
begins to solidify, the temperature rises to 480", and 
continues stationary till the whole mass is congealed. 
When the temperature of the metal is raised from 32° to 
212", it expands 4 in length. 

Bismuth hae the property, in a high degree, of in- 
creasing the fusibility of the metals with which it is 
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incorporated, and is a common isgredient of the more 
liisible aJloys, some of which melt in boiling water. One 
part of bismuth with 24 of tin is malleable, but the alloy 
of these metiils becomes brittle by the addition of more 
bismuth. Bismuth unites readily with antimony, and in 
the proportion of one part or more of the former to two 
of the latter, it expands in the act of cooling. 

There are many other metals and alloys besides those 
already enumerated, but which have not been particu- 
larly described on account of their iniftility in the labo- 
ratory for dental purposes. Among these may be men- 
tioned, iron, brass, bronze, dec, which are only employed 
for auxiliary purposes, and are both inconTCnieot and 
impracticable for dies on account of their infusible nature 
and consequent contraction ; nickel, on account, also, of 
its extreme infusibility and its tendency to render the 
alloy, of which it is a component, less fusible ; sodium, 
on account of the changes produced on it by exposure to 
the air; potassium, on account of its extreme sensitive- 
ness to the influence of low temperatures, being semi-lluid 
at 60° Fah., nearly liquid at 92°, and entirely so at 120° ; 
arsenic, because it volatilizes before fusing : cadmium, 
with no advantages above tin, on account of its scarcity 
and costliness, &c. 



CHAPTER X. 

GENERAL PROPERTIES OF ALLOYS, AND THEIR TREATMENT 
AND BEHAVIOR IN THE PROCESS OF COMPOUNDING. 

All aUoys possess metallic luster ; are opaque, conduct 
heat and electricity ; and, in a greater or less degree, are 
ductile, malleable, elastic, and sonorous. Some alloys, 
as brass, and gong-metal, are usually malleable in the 
cold, and brittle when hot. 

Metals sonietimes unite in atomic ratios, forming com- 
pounds of definite or equivalent proportions of their com- 
ponent metals ; as certain alloys of copper and zinc ; gold 
and copper; gold and sUver; mercurial alloys, &c. ; 
while, on the other hand, many are formed in all propor- 
tions, like mixtures of salt and water. 

Metals differ in respect to their affinity for each other, 
and do not, therefore, alloy with equal facility ; thus it 
is difficult to unite sUver and iron, but the former com- 
bines readUy with gold, copper, or lead. 

The ductility of an alloy is, in general, less than that 
of its constituent metals, and this difference is, in some 
instances, remarkably prominent, as in the case of cer- 
tain alloys of copper and tin already mentioned. 

An alloy is generally harder than the mean hardness 
of its components, a property which, when taken in con- 
nection with their increased fusibility, gives to alloys 
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peculiar value in the formation of dies for stamping pur- 
poses. To the rule stated, amalgams or mercurial alloys 
are cit«d as exceptions. 

The density of an alloy varies with the particular 
metals composing it ; being generally either greater or 
less than the mean density of its several components. 

It is impossible to predict with certain^ the melting 
point of an alloy from that of its separate constituents, 
but, generally, the ftisibility of the alloy is increased. — 
sometimes in a most remarkable degree. The alloy of 5 
parts of bismuth, 3 of lead, and 2 of tin, is a striking 
example of this fact; this compound, melting at 197°, 
while the mean melting point of its constituents is 614^, 
SUver solder^is also a familiar illustration of the influence 
of alloying on the fusibility of metals ; copper melting 
at 1996°, and silver at 1873°, when combined, fuse at a 
heat much below that required to melt silver, the more 
fusible component of the alloy. Again, iron, which melts 
at a little less than 3000", acquires almost the fusibility 
of gold when alloyed with the latter. Examples might 
be multiplied, but it will be sufficient to add, that, in 
general, metallic alloys melt at a lower heat than is re- 
quired to fuse the most refractory or infusible compo- 
nent, and sometimes than the most fusible ingredient. 

The color of an alloy cannot, in general, be inferred 
from that of its component metals; thus, it would be 
conjectured that copper would be rendered very much 
paler by adding to it zinc in considerable quantities ; but 
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the fallacy of such an inference is at once shown by an 
examination of some of the rich-looking gold-colored 
varieties of brass, as Prince's metal, pinchbeck, and 
simiior, composed each of nearly equal parte of copper 
and zinc ; and Manheim gold, compounded of 3 parts 
copper and 1 of zinc. 

The affinity of an alloy for oxygen is greater than 
(hat of the separate metals ; a phenomenon that is 
ascribed by Ure to the increase of aflSnity for oxygen 
which results from the tendency of one of the oxyds to 
combine with the other ; by others, it is attributed to gal- 
t'anic action. According to Faraday, 100 parts of steel, 
alloyed with one of platinum, is dissolved, with effer- 
vescence, in dilute sulphuric acid too weak to act with 
perceptible energy on common steel. It is offered in 
explanation of this fact, that the steel is rendered posi- 
tive by the presence of platinum, A similar illustration 
is afforded by the action of dilute acid on commercial 
zinc, which is usually an alloy of zinc with other metals. 
• The action of air Is, in general, less on alloys than on 
the separate metals composing them. To this, however, 
there are exceptions, as the alloy of 3 parts of lead and 
1 of tin, which, when heated to redness, burns briskly 
into a red oxyd. 

Some points of practical interest suggest themselves 
in connection with the behaviour and proper management 
of alloys in the process of compounding. 

As metalhc alloys can only be formed by fusion, and 
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as the affinity of the metals composing them for oxygen 
is greatly increased by heat, especially those denomi-- 
Dated base, it is important that this tendency, which is 
incompatible with the proportional aecurateness of the 
componiid, should be, as far as practicable, guarded 
against. Hence, various substances having a greater 
affinity for oxygen than the metals to be united, as oil 
or grease, rosin, powdered charcoal, etc., are generally 
added, coating the surface of the liquid metals, and which 
by affording a protective covering, preser^'es, with little 
change, the proportions of the alloy. 

Some difficulty is occasionally experienced in obtain- 
ing a perfectly uniform alloy, on account of the different 
specific gravities of the metals composing it — each metal 
assuming the level due to its density. This partial sepa- 
ration is common to gold and silver, provided they have 
not been adequately stirred before pouring. This result 
is not so likely to occur when the metals employed are 
in small quantities, and are suddenly cooled ; but when 
used in considerable masses, and allowed to cool slowly, 
it is much favored by permitting the metals to fix them- 
selves in the order of their separate densities. Hence, 
whenever a notable difference in the specific gravity of 
the metals exists, the fused mass should be briskly 
stirred immediately before the instant of pouring it. 
and should be made to solidify (juickly. If uniformity 
' be not obtained in this manner, it will be necessary to 
re-melt and repeat the process, if necessary, until the 
alloy is rendered sufficiently homogeneous. 
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In alloying three or more metals differing greatly in 
fusibility, or that have but little affinity for each other, 
it is better to first unite those which most readily com- 
bine, and afterward, these with the remaining metal or 
metals. If, for example, it is desired to unite a small 
quantity of lead with brass or bronze, some difficulty 
would be experienced in forming the alloy by direct in- 
corporation of the metals ; but the union could be readily 
effected by first melting the lead with zinc or tin, and 
then adding the melted copper. 




ARTIFICIAL DENTURES. 



Before considering particularly the distinct and special 
methods employed in the t-onstniction of artificial den- 
tures, such preliniinai-y processes as are common in some 
degree to all, will, for the -sake of convenient arrange- 
ment, and the avoidance of unnecessary repetition here- 
after, be first considered. These processes relate, 1. To 
the treatment of the mouth preparatory to the insertion 
of artificial teeth. 2. The manner of obtaining impres- 
sions of the mouth. 3. The manner of procuring and 
forming plaster models of the mouth. 4. Metallic dies 
and counter-dies. 



TREATMENT OF THE MOUTH PREPAEATORY TO THE INSER- 
TION OF AETIPICtAL DENTURES. 



It rarely occurs that all the structures of the mouth 
ore in such condition as will render it proper to insert 
an artificial appliance without some preparatory treatr 
meut. This important requirement cannot, in any ma- 
terial respect, be disregarded by the practitioner without 
endangering the utility and permanence of the substitute, 



TBEITMEKT OF THE MOUTH, 111 

and mflicting upon the patient a train ol consequences 
alike distressing and pernicious. Every experienced 
dentist is familiar with the fact, that an artificial sub- 
stitute resting upon diseased roots of teeth, and imping- 
ing continually upon gums already irritable and inflamed, 
soon becomes a source not only of annoyance and dis- 
comfort to the patient.'but is rendered, in a great degree, 
inefficient in the performance of some of its more impor- 
tant offices. There is, besides, a perpetual and cumu- 
lative aggravation of the morbid conditions, and sooner 
or later irretrievable destruction of the remaining natural 
organs will be induced. These consequences cannot be 
wholly averted by the most skillful manipulation, but 
they may be greatly magnified by a defective execution 
of the work, or by a faulty adaptation of the appliance 
to the parts in the mouth. 

Patients not unfrequently attempt, by every artifice 
or pretext that caprice or timidity may suggest, to per- 
suade the operator against his own clear convictions of 
duty, but, unless under circumstances of peculiar exi- 
gency, he should be careful to guard himself against the 
imputation of incompetency or bad faith, by being per- 
emptory and unyielding in his demands upon the patient 
to submit to the necessities and just requirements of 
the case, and no ordinary circumstance should influence 
him in opposition to his better informed judgment. 

The conditions, usually mot with, to which it will be 
necessary to direct attention in tlie treatment of the 
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louth, are, the presence of useless and diseased remains 

teeth; accumulations of tartar; diseased states of the 
gum and mucous membrane ; and caries. 

Use/ess and diseased remaiju of teeth. — It may be stated 
as a general rule of practice, that all the remaining 
natural teeth that are not susceptible of being restored 

a state of comparative health aiid usefulness, should 
le removed before inserting an artificial substitute. Es- 
pecially should this course be pursued whenever the 
remaining roots are found partially or wholly necrosed, 
and the peridental membranes and surrounding tissues 
intlamed and suppurating. Such should be extracted if 
for no other reason than that they are offensive in the 
mouth, and tend, in a greater or less degree, to compro- 
mise the general health. 

In respect to the utility, comfort, and permanence of 
a dental appliance, the expediency of removing the roots 
of teeth prior to the introduction of the former, is appa- 
rent. If a dental substitute is adapted with necessary 
accuracy to all the parts which it covers, it will be plainly 
seen that the forces applied to the base at every occlu- 
sion of the jaws in the act of mastication, instead of 
being equalized or diffused, will be expended mainly on 
the fangs, inasmuch as they afford so many fixed points 
of resistance, whilst the adjacent soft tissues, yielding to 
the pressure, permit the artificial piece to bear with 
undue and unequal force upon the roots. The conse- 
.gaences of this action are inevitably pernicious. In a 
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comparatively short time, inflammation and suppuration 
are induced about the fangs, which ultimately become 
loosened and painfully sensitive to the slightest pressure ; 
the secretions of the mouth, becoming more and more 
acrimonious, act persistently and with increasing energy 
on oxydable materials present in the mouth, as well as 
upon the remaining natural teeth, inducing rapid and 
general decay ; contiguous parts, through their imme- 
diate connection or sympathetic relations with the strne- 
tures of the mouth, respond to the local disturbances, 
and the case, in time, becomes eompHcated with those 
various distressing maladies about the head and face so 
commonly associated with diseased conditions of the 
buccal cavity. At last, the patient, no longer able to 
endure the ofiensiveness and distress arising from the 
presence of the substitute in the mouth, or to properly 
masticate his food, is compelled to have the offending 
oi^QS removed. The absorption of the gums and pro- 
cesses which foUow this operation, and the corresponding 
changes which occur therefrom in the form of the alveolar 
ridge, mates it imperative in all cases, either to recon- 
struct the same piece or to supply the patient with an 
entirely new substitute ; whereas, if due regard is had 
to the proper preparation of the mouth in the first in- 
stance, the patient may be spared such inflictions, and 
the operator the discredit which almost invariably attaches 
to the neglect of the measures recommended. 

An additional reason why roots of t«eth should be ex- 
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tracted, is, that their presence prevents, in some degree, 
an accurate and uniform adaptation of the appliance to 
all the parts on which it is designed to rest, and this is 
particidarly true oi' those cases where atmospheric pres- 
sure is made available in the retention of the substitute. 
Any condition of the mouth that prominently modiiies 
the natural and uniform plijincy of the soft parts, will, 
just to that extent, weaken the attachment of the plate. 
This fact is made obvious when we reflect that it is only 
the soft and yielding condition of the mucous membrane 
and gums tliat permit the adheHion of the artificial ap- 
pliance for a single moment by atmospheric pressure ; 
for it will be readily comprehended, that if the tissues 
on, which it rests were as hard and unyielding as bone, 
a denUd substitute, though it were moulded directly to 
the parts, would not be sustained for an instant by the 
external pressure of the air. 

Tlic retention of every root that may, by treatment or 
otherwise^ be secured in good condition, has been insisted 
on by a few in the profession, on the ground that they 
afford a fixed and permanent basis for the dental ap- 
pliance, and preserve, without change, the customary full- 
ness and contour of the mouth. Individual instances doubt- 
less occur that render this course admissible, but as a rule 
of practice, it is exposed, though in a less degree per- 
haps, to the same objections which have been adverted 
to in connection with diseased roots. However carefully 
or skillfully such roots may be treated and prepared, or 
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the substitute applied, entire success and permanent 
benefit to the patient cannot be reasonably anticipated. 
It rarely happens that the fangs of teeth, whose crowns 
have been destroyed by caries or accident, are found 
without having suffered, at some time and in some de- 
gree, from disease of the investing membranes and sur- 
rounding structures ; and although these conditions may 
have apparently subsided, or may have been temporarily 
subdued by treatment, yet observation of such cases 
leads to the conclusion that, however free from indica- 
tions of active disease they may appear at the time, the 
latent predisposition favoring a recurrence of the morbid 
action usually exists in such cases, and will require no 
greater provocation than the continued and unequal 
action of an artificial fixture on them to awaken this 
predisposition into active development. 

From the views here expressed, we are convinced, 
that as a principle of practice, the fangs of teeth, 
however apparently free from disease, should be 
extracted in the first instance. There are, never- 
theless, circumstances which clearly justify a depart- 
ure from the rule we have endeavored to enforce ; 
as in the process of engrafting an artificial crown upon 
a well-conditioned root ; or supplying the loss of one or 
more of the front teeth, by attaching the artificial organs 
to a plate, and fixing the latter in the mouth by pivoting 
to one or more of the natural roots. Either of these 
methods may, under certain circumstances and within 
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certain limilations, be preferable to extracting the roots 
of such teelh and supplying the vacuities by other 
means. 

Removal of salivary calculus ur tartar. — The de]Josit« 
of tartar which so frequently collect at the necks of the 
teeth and under the free margins of the gum, not onlv 
promote inflammation and absorption of the investing 
membrane and contiguous soft parts, but involve, by 
degrees, the alveolar processes in the destructive ac- 
tion; so that teeth originally firm become loosened in 
their sockets, and thns, in their turn, become additional 
sources of diseased action in the surrounding structiu-es. 
Hence it becomes absolutely necessary, as it relates to 
the general health of the mouth, to thoroughly remove, 
with suitable instruments, all traces of this concretion 
from the teeth. 

If any considerable number of the teeth are found 
coated with tartar, and it is deposited in large quantities, 
it will be impracticable, !is a general thing, to remove 
thoroughly all remains of it at a single sitting. The 
operation should be repeated, therefore, from time to 
time, until every portion of it is completely separated 
from the teetk; the latter should then be well polished 
with suitably shaped burnishers, and the gums, if highly 
inflamed and turgid, may be either freely scarified at 
those points where they dip between the teeth, or 
cleansed and ti-eated with appropriate detergent and 
remedial agents. 
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Diseased conditions of ihc mucous membrane and gums. — 
It will seldom be necessary to institute b'eatment for the 
reduction of inflammation and uk-eriition of the soft 
tissues of the mouth after the removal of diseased fangs 
and tartar, inasmuch as these conditions being generally 
provoked by, and associated with, the latter, will spon- 
taneously subside with the removal of the exciting 
causes. If, however, there are other morbid conditions 
of the soft tissues, or osseous structures of the mouth 
not immediately arising from the presence of diseased 
roots and tJirtar, they should be treated in accordance 
with the particular pathological conditions present. 

Caries or decay of (he remaining teeth. — In order that 
all the teeth which it is deemed advisable to retain in 
the mouth, may be permanently preserved, it will be 
necessary to fill, or otherwise treat, such as may be 
aiTectcd by ciries. This operation will be attended 
with more satisfactory results and be accompanied with 
less pain to the patient, and diminished risk of failure, 
when performed after the removal of the roots of teeth 
and tartar, and the restoration of diseased conditions of 
the mouth to health; as in this case, there will be 
less irritability of the general system, and reduced sen- 
sitiveness of the teeth operated on. 

Surgical treatment of the mou/k after the extraction of 
teeth. — In the preparation of the mouth for entire sets of 
artificial teeth, it frequently becomes necessary to e.\tract 
the remains of all or nearly all of the teeth of one or 
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both jiiws. In such cases, the ridge is left ragged and 
broken, with flaps of gum lying in loose folds along the 
border, and the exposed ninrgin.s of the alveolar pro- 
cesses projecting from underneath. These part«, if left 
in this condition, will he productive of more or less in- 
convenience to the patient ; for as the gums close over 
and contract upon the cutting edges of the processes, 
irritation and inflammation will he induced at those 
poiots where they are most prominent. Immediately 
after the extraction of the teeth, therefore, any flaps 
of gum hanging loosely around the sockets should 
be clipped off, and sharp and protruding portions of 
processes cut away with excising forceps. If, in the 
course of a few weeks prominences still remain, over 
which the mucou.s membrane is stretched and irritated or 
inflamed, as is more frequently the case around tho 
sockets of the cu.?pidati, the membrane should be divided 
over such points with a lancet, and the .sharp points of 
bone underneath broken down with suitable cutting 
instrnments, 

TVme necessarr/ to elapse, after the extraction of teeth, 
before mserting artificial dentures. — The time that should 
elapse after extracting the natural teeth, before replacing 
them with artificial substitutes, will depend upon various 
circumstances. If the appliance is only intended to 
meet the wants of the individual until all the changes 
eifected by absorption of the gums and processes 
are fully completed, it may be inserted in from one to 
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three weeks, depending somewhat upon the number of 
teeth extracted, the extent of the injuries unavoidably 
inflicted upon the parts, and the virulence of the dis- 
eased action present in the structures of the mouth at 
the time of the operation. If there are no unusual 
complications, and the space or spaces to be supplied are 
such as' are made by the loss of only one or two teeth at 
intervals, the parts quickly assume their normal con- 
dition, and the piece to be temporarily worn may be 
applied within a few days. If, however, a greater 
number or all of the teeth have been removed, more 
or less inflammation and tenderness will be present for 
from ten days to two or three weeks, and which will 
render the wearing of an artificial piece uncomfortable to 
the patient, and in some degree, mischievous, by aggra^ 
vating the morbid conditions already existing. Another 
objection to the too early introduction of artificial sub- 
stitutes into the mouth, arises from the fact that the 
changes which occur in the ridge are much more rapid 
within the first few weeks after the extraction of the 
teeth than at any subsequent period, so that the plate, 
if inserted immediately or within a few days after such 
operation, will soon lose its bearing upon the ridge and 
become inefficient for masticating purposes, or may even 
fail to be retained in the mouth without much annoyance 
to the patient. Two or more weeks, therefore, should 
elapse before applying the substitute. In the meantime. 
the patient should be seen frequently, and such medi- 
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oal or surgical treatment adopted from time tn time as 
the case may demand. 

It has been objected to the insertion of what are 
termed temporary sets of teeth, that they tend to pro- 
duce unequal absorption of the parts on which they rest. 
We cannot but regard this view as mainly speculative. In 
respect to the upper jaw. at least, there is no such pres- 
sure exerted as would result in permanent irregularities 
in tlie ridge, for, as the latter recedes in the process of 
absorption, it is more and more relieved from direct con- 
tact with the plate covering it — that portion of the plate 
resting against the roof of the mouth preventing it from 
following the retreating gums. Hence it is that such sub- 
stitutes soon begin to "■ rock" in the mouth, and ai-e easily 
dislodged, when pressed upon laterally, in consequence of 
the want of an adequate marginal bearing. Nor does the 
objection hold good in reference to the inferior maxillu 
where the pressure of the substitute upon the ridge is con- 
tmuous throughout the period of absorption; for if the ulti- 
mate form of the ridge were influenced at all in these cases, 
we should have, at the conclusion of the period, the same 
irregularities as at first, with simple diminution of sub- 
stance^ for we know of no peculiarities in the physioh*- 
gical condition of the structures that would render one 
I part amenable to this assumed consequence of pressure 
I and another exempt from it. Common observation, on 
the contrary, clearly show.s that the process of absorption 
[ and deposition go on. uninterruptedly, and are, in no 
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appreciable degree, influenced by the presence of the 
temporary substitute in the mouth. 

The advantages of temporary sets of teeth to the 
patient, on the other hand, are unquestionable. They 
fulfill, in a tolerable degree, all the requirements of arti- 
ficial teeth under any circumstances, if we except that 
of mastication, this function being, more or less, imper- 
fectly performed with such pieces. One of their most 
important offices consists in maintaining unchanged the 
customary relation or closure of the jaws. Undue pro- 
jection, and in many cases, partial luxation, of the infe- 
rior jaw results from the loss of all of the teeth, and 
these conditions may become permanent in their character 
if long continued. 

The time occupied in the completion of those changes 
which occur in the alveolar border after the extraction 
of all or any considerable number of the teeth, cannot 
be definitely stated, but will range from five to eighteen 
months or more, according to the amount of superfluous 
structures to be removed, the density of the osseous tis- 
sues, and the functional activity of the absorbents. In 
all cases, ample time should be permitted to elapse, in 
order that no appreciable change in the form of the parts 
may take place after the appliance has been permanently 
adjusted. 




MATERIALS AND METHODS EMPLOYED IN OBTAINING 
IMPRESSIONS OF THE MOUTH. 

In the process of constructing a dental substitute, it 
is of the first importance that as accurate an impression 
as possible should be obtained of all those parte of 
the mouth with which the appliance is in any way con- 
nected. If this important preliminary step is, in any 
eseential respect, imperfectly performed, the ultimate 
utility of the artificial fixture will either be greatly im- 
paired or wholly destroyed, notwithstanding all the sub- 
sequent manipulations may be most carefully and skill- 
fully performed. The operator, therefore, should avail 
himself of every appliance and facility that will enable 
him to attain, in this respect, the most perfect results. 

The materials ordinarily employed for this purpose, 
are wax, gutta percha, and plaster of Paris. 

Wax. — There are two varieties of this substance in 
common use, — the i/ellow and tv/iife wax. The yellow 
variety is esteemed preferable to the white on account of 
its superior toughness ; the latter being, to some extent, 
disintegrated, or rendered less tenacious in the process 
of bleaching, but is frequently used and is preferred by 
many on account of its color. The more desirable pro- 
perties of the yellow wax are often impaired by the ad- 
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mixture with it of tallow, with which it is, for mercenary 
purposes, frequently contaminated. The presence of 
tallow may be detected by its characteristic odor, and 
by the whitish or pale yellow color it imparts to the 
wax, which, in its pure state, is of a deep, bright straw 
color. 

Wax used for impressions should always be kept in 
convenient form for immediate use, and may be prepared 
either by warming it until sufficiently soft and then roll- 
ing or pressing it into thin sheets ; or having melted it 
in a properly formed vessel, immerse in it a thin strip 
of board, previously moistened, and withdraw quickly; 
this is repeated as the successive layers cool, until a coat- 
ing of sufficient thickness is obtained. The latter is a 
convenient method of obtaining sheets of wax of uniform 
thickness, a form frequently required for various pur- 
poses in the dental laboratory. 

Manner of obtoUning an impression of the mouth in wax 
for partial upper dentures. Until within the past few 
years, wax has been used almost exclusively for the pur- 
pose of obtaining an impression of the mouth in those 
cases where any number of the natural teeth remain in 
either or both jaws, and, for this purpose, is ordinarily 
more convenient and manageable than plaster, and, if 
carefully manipulated, will secure in most cases a suffi- 
ciently accurate impression of the parts. 

Before preparing the wax, a suitable cup or holder 
should be selected for the particular case in hand. These 
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appliances are usuully constructed either of plate or block 
tin, Britjinnia metal, or silver, and a sufficient number of 
the various foims required should be provided to meet 
perfectly every requirement in respect to the size and 
form of the jaws of individual cases. 

For upper partial or broken sets, the form of cup re- 
presented in FiK. 15 may be 
used. It should be large enough 
to embrace the alveolar ridge, 
leaving a space of nearly a fourth 
of an inch between its outer rim 
and the external border of the 
gum, K it is designed to employ an atmospheric pres- 
sure plate covering nearly or quite all of the hard pilate, 
a cup of the same geueral form, but with its central por- 
tion extended posteriorly, may be used ; or a full cup 
like that represented in Fig. 17 may be employed. Hav- 
ing selected a cup of the proper form and size, the wax 
should be warmed in a spirit flame until it acquires about 
the consistence of freshly made putty. Wax is some- 
times softened by immersing it in hot water, hut the drj' 
heat is preferable, as the former seems to impair, to 
some extent, its toughness and continuity. In taking 
the impression, the operator should place himself behind 
and to the right of the patient, and should be sufficiently 
raised above the latter to enable him to nianipulate with 
tiie greatest ease and certainty, and, at the same time, 
to command as full and unobstructed a view of the into- 
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rior of the mouth as possible. The cup, with the wax 
arranged, should then be introdm^ed into the mouth with- 
out unnecessary delay. To do this properly and with- 
out subjecting the patient to annoyance, will oeci-sinnally 
require some care and expertness on account of the dis- 
proportionate size of the cup and orifice of the mouth. 
An ample and expanded jaw, for example, is frequently 
associated n'ith a small mouth, and if in addition to this 
the sphincter muscle of the mouth happens to be rigid 
and unyielding, the introduction of a cup of sufficient 
size may be attended with some fittle difficulty and em- 
barrassment. This impediment, however, may be readily 
overcome in most cases by presenting the cup obliquely 
to the mouth, one side resting against, and pressing out- 
ward, the tomer of the mouth, while, as the opposite 
comer is extended with the first and second fingers of 
the left hand, the cup is [iJii'Sed in with a rotary move- 
ment. 

When the cup is within the mouth, it should be care- 
fuUy adjusted over the ridge before pressing it up, so 
that no portions of the rim may cut into the soft tissues 
of the mouth ; an accident liable to happen without care, 
and which will make it necessary in most cases to with- 
draw the cup before the impression is complete. The 
proper position of the cup in the mouth secured, it should 
be held firmly with the thumb resting on the handle 
above, and two or more of the fingers on the under su:^ 
face, when it is slowly but steadily and forcibly pressed 
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against the parts above until the ridge is completely im- 
bedded, and the wax carried closely against the roof of 
the mouth. The cup should then be held stationary 
with one hand while with the fingers of the other the 
wax around the margins of the cup should be pressed 
closely into all the depressions occurring on the outside 
of the ridge between the remaining teeth, or wherever 
irregularities may present themselves on the external 
border of the jaw. The finger should also be pas.sed to 
the roof of the mouth nt the central and postenor edge 
of the cup, making pressure against the protruding wax 
upward and forward into the anterior and deeper poi^ 
Idons of the palatal arch. When the operation has been 
conducted thus far, and before removing the cup, gentle 
upward pressure upon the latter may again be made, — 
not enough to move the entire body of wax, but only 
sutficient to correct any partial displacement that may 
have happened from accidental tilting or lateral move- 
ment of the cup during the concluding manipulations. 

After the wax has remained in the mouth long enough 
to become in some degree hardened, it should be care- 
fully detached by gentle traction upon the cup, and 
removed from the mouth in the same manner in 
I which it was introduced ; care being talcen not to dis- 
r place the wax or otherwise mar the impression. More 
[ or less dragging of the wax, however, will unavoidably 
L occur in proportion as the teeth are irregularly ari'auged 
[ in the arch, or have contracted necks. Imperfections 
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occurring from these sources may be remedied with 
tolerable accuracy by subsequent carving of the plaster 
model, but the better plan, where these conditions pre- 
vail to any considerable extent is to substitute gutta 
percha for wax, the elasticity of this substance enabling 
it to regain the form it acquires in the mouth after 
having been temporarily disturbed or changed in the act 
of detaching it from the teeth. 

Inasmuch as it is necessary, in constructing partial 
sets of teeth, to be provided with two or more plaster 
models, and as the latter cannot well be obtained in per- 
fect condition from a single impression, it is better that 
at least two of the latter should be secured in the first 
instance. 

Manner of obtaining an impression of the lowei* jaw in 
wax for partial dentures. — If the case is one where teeth 
at intervals are to be supplied, the form of cup used in 
taking an impression for an entire lower denture, (Fig. 18,) 
may be employed ; or if the vacuity exists in the front 
part of the ridge only, then one like that represented in 
Fig. 15 will answer the purpose. If, however, as is 
more generally the case, ^ ^^o- le. 

the front teeth remain, and 
those posterior to the cus- 
pids or bicuspids are to be 
replaced, the form of cup 
exhibited in Fig. 16 should 
be used ; a portion being cut out from the front part 
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of it, forming a vacuity which receives and permits an 
unobstructed passage of the front teeth. As the latter 
are often very long, it is difficult, with the ordinary form 
of cup, to press the wax down fairly upon the ridge be- 
hind without bringing their cutting edges prematurely 
in contact \vith the floor of the cup in front. Instead of 
the opening represented, in the cup, however, it will be 
sufficient, in most cases, to have it formed with a de- 
pression in front of adequate depth to receive the points 
of the anterior teeth. 

In taking an impression of the lower jaw, after having 
prepared and arranged the wax by softening and filling 
the groove of the cup flush with the margins, the operator 
may first take a position to the right and back of the 
patient, and introduce the cup into the mouth in the 
manner heretofore described, when he should jiass to the 
front of the patient, and having adjusted the cup pro- 
perly over the ridge, the first two or three fingers of each 
hand should be placed upon the top of each side of the 
cup, and a thumb upon each side and underneath the 
jaw, and firm and steady pressure made until the ridge 
is wholly imbedded. The wax may then be pressed in 
around the margins of the cup, and the impression care- 
fully removed from the mouth in the manner before 
indicated. 

Manner of obiainiruf an impression of the mouth in wax 
for entire upper dentures. — The form of cup employed in 
taking an impression of the upper jaw in the absence of 




:iU the natural teeth, is seen in Fig. 
these corresponding as nearly as 
possible in form and size to the 
various modifications in the con* 
figuration and dimensions of " 
the maxillary arch, should be 

kept conveniently at hand. If the teeth have been re- 
cently extracted, the wax should be prepared somewhat 
softer than usual to prevent displacement of the gums, 
which, in their unabsorbed condition, possess more or less 
mobility. The cup should be filled flush with the edges, 
and built up in the centre if the depth of the palatal 
vault requires it, and the wax properly trimmed ; it is 
then introduced into the mouth and adjusted to the ridge 
as already described, and pressed to the jaw with suffi- 
cient force to fully encase all the parts to which the 
substitute is ultimately to be applied. The wax, as the 
cup is pressed up, has a tendency to roll out at its edges 
and thus depart from the upper and outer portions of 
the ridge ; hence care must be taken to press the wax in 
around the marginal portions of the cup, fiUing up any 
depressions or fosses that may occur on the external 
border of the jaw. It is particularly necessary to ob- 
serve this precaution whenever the ridge overhangs, as 
is prominently the case for the few first months after the 
extraction of the teeth. 

If the impression is an accurate one, some difficulty 
is occasionally experienced in detaching it from the 
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mouth on account of the thorough exclusion of air from 
between it and the mouth, the wax heing held firmly 
in place by atmospheric pressure; in which event, it is 
only necessary to admit the air between the two. and 
this may generally be readily effected by placing the 
finger against the jaw on one side and above the wax, 
pressing firmly toward the centre of the arch and up- 
ward, dragging the mucus membrane somewhat from the 
edge of the cup, and at the same time depressing the 
latter on the same side. A small portion of air being ad- 
mitted, it will soon difl'use itself between the adhering 
surfaces and allow the wax to be readily detached. To 
harden the wax, and thereb)' prevent it from dragging 
at those points where the ridge overhangs, or to prevent 
any change of form on the apjdication of sufficient force 
to detach it from the mouth when it adheres with great 
tenacity, a cup has been constructed with a chamber 
underneath into which a stream of cold water is admitted. 
Two short pipes, as will be seen by reference to IHg. 18, 




communicate with the chamber, and these again connect 
with a double tube fitting them closely, and united 
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at the other end, with two gum elastic tubes — one com- 
municating with a vessel of water conveniently placed 
and provided with a stop-cock, the other leading to a 
spittoon or other waste place. The two portions of pipe 
may be disconnected when not in use. After taking an 
impression with this cup, and before removing the wax 
from the mouth, the two portions of pipe are connected 
and a continuous current of cold water passed through 
the chamber by turning the faucet connected with the 
tank ; when sufficiently hard, the wax is removed from 
the mouth before disjointing the pipes to prevent the 
water from flowing upon the patient. 

To provide more perfectly against failure of the wax 
being carried closely against the roof of the mouth in 
cases where the palatal vault is very deep, a piece may 
be cut from the central part of the cup ; the wax being 
pressed at this point upward and forward into the deeper 
portions of the palatal fosse. 

The author would express, in this connection, his 
conviction that it is impracticable, in most cases, to obtain 
a faultless impression of the mouth in wax for full upper 
dentures. There are points, not readily accessible to 
the fingers, where the wax departs from the external 
and posterior borders of the jaw, and is not, therefore, 
susceptible of easy correction ; besides, when reached 
and the remedy applied, there is no certain assurance 
that in pressing the wax in at one point we are not dis- 
placing it at another. For this reason, we invariably 



132 MECHANICAL DENTISTRY. 

use plaster in these cases, and we have sufficient reason 
to believe that the results are more imiformly successful. 
Manner of obtaininrf an rinjyrfssion of the lower j'mc in 
wax for entire denhires. — The method pursued in securing 
an impression of the lower jaw iii wax for an entire den- 
ture, difl'ers in no essential respect from that described 
when taking an impression for lower partial pieces, the 
form of cup being represented in Fig. 19. When the 
parts are imbedded in the was, the latter should be 
pressed in around the inner 
border of the holder, but more 
(■specially near the posterior 
part of the ridge on each side 
where the hitter overhang and 
approximate each other, form- 
ing corresponding excavations underneath. After ad- 
ju.sting the wax to the ridge along the border of the 
cup, the hitter should again be presided directly down 
upon the jaw before removing it, to correct any partial 
deformity that may have occurred during the previous 
manipulations. 

Guita Percha. — This material is rarely used except in 
obtaining impressions for partial pieces, and is more 
particularly indispensable whenever a perfect representa- 
tion of the parts in plaster is essential to the success of 
any method in which the base is moulded or cast upon 
the model, as in the case of the '■ Vulcanite" or " Cheo- 
plastic" processes. It takes the form aud position of the 
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teeth readily, and preserves them unchanged, by virtue 
of its elasticity, when removed from the mouth. 

The general management of this substance in the 
process of obtaining an impression with it, is in most 
respects, similar to that of wax, when used for the same 
purpose. It should, however, be prepared by softening 
it in hot water, but as the heat required to render it 
sufficiently plastic is greater than could be well endured 
without inflicting injury upon the soft tissues of the 
mouth, and subjecting the patient to pain in its applica- 
tion, it is customary, after having heated it sufficiently 
and packed the cup, to chill the surface by plunging it 
into cold water, and then introduce it quickly into the 
mouth. When the impression is secured, and the gutta 
percha has become somewhat rigid in the mouth, it 
should be removed and filled immediately with plaster, 
as it contracts rapidly in cooling. 

Plaster of Parisj or gypsum, or technically, sulphate 
of lime, has been long employed in taking impressions of 
the mouth for entire dentures, and more recently and to 
a limited extent, for partial or broken sets. For entire 
pieces, it has almost wholly superseded the use of wax, 
and is better adapted for receiving an accurate impression 
of the mouth, whenever it is desired to secure a copy of 
all its parts in their undisturbed relation to each other, 
than any material that has yet been employed. 

When used for this purpose, it should be of the best 
quality, finely pulverized and well sifted, and should 
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always be kept in a closed vessel, as the moisture which 
it attracts from the atmosphere impairs its property of 
hardeuiiig quickly wheu prepared for use. If impregna- 
ted, with moisture, it shouhl be first dried in a shallow 
vessel over a moderate heat before being used. 

It is prepared for use by mixing with it a sufficient 
quantity of water to fonu a batter of about the consis- 
tence of very thick molasses, in which condition it hardens 
by a species of crystalizatiou in from three to five 
minutes. The condensation of the plaster mixture is 
hastened somewhat by the admixture of a small quantity 
of the chloride of sodit or common salt. The best method 
of preparing plaster, however, for the purpose under 
consideration, is to combine water with it in sufficient 
quantity to form, in the first place, a \ery thin batter, 
and then to stir or beat it constantly with a small spatula 
until it becomes sufficiently thickened to admit of its 
adhering in a body to the vessel in which it Ls mixed 
when the latter is inverted, and when one portion will 
retain nearly its form wlien heaped upon another. By 
this process of protracted beating, called sometimes 
" tempering," it is made tough and pasty, without having 
its plasticity impaired, and when introduced into the 
mouth in this condition, it adapts itself readily to the 
parts; hardens quickly; and is not liable, with ordinary- 
care, to incommode the patient by running back into the 
fauces. So quickly, mdeed, does it condense, that, unless 
expeditiously introduced into the mouth, it will begin to 
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" set" before the parts are fairly imbedded. When pre- 
paring it for use, therefore, the plaster should be mixed 
at the chair with the cup conveniently at hand, while 
the patient should be in proper position and in immediate 
readiness for the operation. 

In view of the liability of the plaster to run back 
into the fauces when the cup is pressed to its place in 
the mouth, producing nausea and involuntary retching 
and which is very liable to occur whenever the mixture 
is too thin or is improperly manipulated, it is recom- 
mended to instruct the patient to avoid swallowing 
while the plaster is in the mouth. Patients are also 
advised to breathe through the nostrils, but we see no 
good reason for this injunction. It should be remembered 
that, in the act of breathing through the nose, the velum 
palati or soft palate is depressed to cut off the passage 
of air through the mouth, and that it is thus brought more 
immediately in contact with any portions of plaster that 
may be protruding from the heel of the cup. The 
stimulus of contact will tend to produce involuntary 
contractions of the muscles of the soft palate and fauces, 
and thus portions of soft, or fragments of hard, plaster 
will be worked or drawn back into the fauces producing 
the very evils it is designed to avoid. If, therefore, 
patients are instructed at all in this respect, they should 
be advised to breathe naturally through the mouth ; this 
channel affording less obstruction to respiration than that 
through the nostrils in the act of taking an impression. 
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Manner of obtaininff an impression of the mouth in 
plaster for pariial upper dentures. — There are conditions 
of the mouth incident to the presence of natural teeth 
within it, which would seem to preclude the use of 
plaster in taking an impression of the parts. Thus, if 
any number of the teeth remaining are small at the 
necks with enlarging crowns, or if they are irregularly 
arranged in the circle, having either an anterior, posterior 
or lateral obhquity, it would not only be difficult to detach 
hardened plaster from teeth so circumstanced, but the 
force necessary to remove it would inevitably break 
away portions of plaster from around the teeth. Another 
apparent objection to the use of plaster in these cases 
consists in the difficulty with which the impression is 
separated from the plaster model, it being necessary to 
cut away tlie former by piecemeal, as it would be im- 
possible to sejiarate the two in the ordinary way. 

The difficulties incident to the detachment of the 
plaster from the teeth in the mouth, may be obviated 
in either of the following ways: 1. Take an impression 
first in wax, and with a metallic die and counter, obtained 
from a model of the parts, swage a plate of tin, brass, or 
silver of the size and form of the intended base ; coat the 
palatal surface of this temporary holder with a thin 
coating of plaster mixture, and apply it to the mouth in 
the manner usually employed in obtaining an impression. 

2, Take an impression of the parts in wax and cut 
away from the latter all those portions indented by the 
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teeth, leaving only so much of the wax surface as corres- 
ponds with the palate and interspaces in the ridge ; use 
this as a holder, and secure the impression by coating its 
surface, as before, with a thin layer of plaster batter. 
By either of the above methods an impression of those 
parts, only, on which the substitute is designed to rest, 
can be taken ; the form and position of the teeth must 
be secured in a separate impression either with wax or 
gutta percha. 

Notwithstanding the obvious objections already stated, 
many operators prefer, in taking impressions for partial 
cases, to imbed all the parts in plaster in the same man- 
ner as when wax is used, being careful to remove the 
former from the mouth before it has acquired the usual 
hardness. If the remaining teeth have contracted necks, 
or are placed irregularly in the arch, they may be par- 
tially encased in wax before applying the plaster ; this 
will facilitate the withdrawal of the impression and pre- 
serve the form of the teeth ; the wax, receiving the 
impress of the teeth, coming away with the plaster. 
The form of the cup ased in these cases is the same as 
that represented in Fig. 17, the edge of which may be 
tamed in a little at points to prevent the plaster from 
being dragged from the cup. The cup being filled with 
the plaster mixture is introduced into the mouth and 
carefully pressed up until all the parts are fully imbedded. 
When partial hardening of the plaster has occurred, suffi- 
cient tractive force should be judiciously applied to the 
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cup to separate the plaster from the teeth and soft parts, 
wheu it should be carefully removed from the mouth. If 
any portion of the plaster, essential to the form of the 
impression, should break away, the fr^igmeut or fragments 
may lie secured and afterwards applied to the fractured 
surfaces. 

Considerable force is sometimes necessary to separate 
the plaster from the teeth, and in the effort to remove 
the former, it is liable to part from the cup and remain 
fixed in the mouth ; in which case it will be necessary 
to cut it away by piecemeal. This casuality may bu 
effectually prevented by employing the form of cup 
shown in Fig. 20, contrived by Dr. Samuel Wardle, of 
Cincinnati, and used by him with entire success. It 
""=■2" will be seen to 

consist of an ordi- 
nary holder, the 
cup portion per- 
forated in the cen- 
tre through which 
a small rod passes 
with a screw cut on one end, and the other surmounted 
with a concave phlange, around and underneath which 
the plaster collects. The rod is formed with a shoulder 
resting on the palatal face of the cup, and is fixed in 
position by screwing the tap against the lower surface of 
the holder. A number of these centre pieces with shafts 
of various lengths, should be provided, in order that any 
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desired elevation may be given to the cap or phlange ; 
for the latter is designed not only to confine the plaster, 
but also to carry it up into the roof of the mouth where 
the latter is very deep. 

Manner of obtaining an impression of the mouth in plas- 
ter for entire upper dentures, — The form of cup used in 
securing an impression of the upper jaw for entire sets 
of teeth, dijBfers in no essential respect from that recom- 
mended when wax is used for similar purposes. If the 
external border of the alveolar ridge is very deep, or 
there is considerable space intervening between the heel 
of the cup and the floor of the palate, a rim of wax may 
be placed along the outer margin of the cup, and extended 
across its posterior border, in order, more effectually, to 
confine the plaster within the cup and prevent its escape 
into the back part of the mouth before it has fairly 
reached the palatal vault. If the latter is very deep, 
with a marked excavation in its central and anterior 
portion, or if it presents somewhat the form of a deep 
fissure, the plaster may fail to be carried perfectly against 
the floor of the palate, or the air becoming confined with- 
in the central portion of the arch, when the plaster is 
pressed up, may displace the latter and form correspon- 
ding chambers in the impression. If these imperfections 
are but slight, they may be subsequently remedied either 
by filling up the cavity or cavities in the impression, or 
by trimming away at these points from the model. The 
better plan, however, where these conditions of the vault 
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prevail, is to take up a small portion of plaster on the 
end of a spatula and apply it to the deeper portions of 
the arch just before introducing the cup. 

The patient being seated as nearly upright in the chair 
as possible, with the head inclined slightly forward, the 
cup is filled with the plaster mixture and introduced 
quickly into the mouth, when it is pressed up slowly 
and gently until the parts are completely encased and 
portions of plaster are seen to protrude from all parts of 
the margins of the cup, otherwise the impression is liable 
to be imperfect either on its outer borders or on its 
palatal face. Immediately after introducing and pressing 
up the cup, the lip in front should be extended and 
drawn down over the cup, when gentle pressure, as the 
plaster is hardening, may be made upon the outside of 
the lip in front and at eilher side of the mesial line, to 
.force the plaster more perfectly into the fosses which 
exist at these points. 

It is essential to perfect success in this operation, that 
the cup, after the parts are once imbedded, should be 
held perfectly stationary until the plaster becomes fixed, 

s the shghtest movement, when the plaster is in the act 
t(f consohdating, will derange the impression and render 

; faulty. Again, if after the parts are imbedded, the 
Sjperator discovers that they are not sufficiently encased, 

ind the plaster has partially set, no further effort should 

i made to press the plaster up upon the parts, but the 
> should be withdrawn and the operation repeated 

rith fresh plaster. 
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If the operation has been successfully conducted, the 
plaster will adhere to the mouth, in most instances, with 
great tanacity, and it will be necessary to observe some 
caution in removing it; for, if forcibly detached, injury 
may be inflicted upon the soft parts by tearing away 
portions of mucus membrane ; or the impression may be 
fractured or otherwise impaired. In addition to the 
means already adverted to in connection with the method 
of separating wax impressions from the mouth, resort is 
sometimes had to the following expedient : — The central 
portion of the cup being pierced with two or three small 
holes, a blunt-pointed probe is passed at these points 
through the plaster, before the latter has hardened per- 
fectly, to the roof of the mouth. Into these passages 
the external air passes and diffuses itself between the 
surface of the plaster and the palate, when the impress- 
ion may be readily detached. The author has succeeded 
best in detaching impressions in such cases, by upward 
and interrupted traction upon the handle of the cup, 
which, by depressing the heel of the same, more readily 
permits the introduction of air than by either of the 
methods commonly employed. 

Mcmner of obtaining an impressioii of the mouth in plas- 
ter for entire lotver dentures. — Until recently, wax has 
been almost invariably used in taking impressions of the 
lower jaw. Plaster, however, may be used for the same 
purpose, and, by some, is esteemed superior to the 
former. The ordinary wax holder as shown in Fig. 19, 
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may be used, and which, being filled with the plaster 
batter thoroughly beaten until quite tough and pasty, 
is inverted and quickly introduced into the mouth and 
pressed down upon the ridge until the latter is com- 
pletely imbedded ; when sufficiently hard it should be 
removed in the ordinary way. A better form of cup, 
■ however, contrived expressly for the purpose by Dr. W. 
B. Franklin, is exhibited in Fig. 21. It consists of two 
pio. 21. chambers, or a double groove, 

communicating with each other 
by a fissure running from heel 
to heel of the cup. The groove 
corresponding with the cun^ature 
of the lower jaw is filled with plaster properly prepared ; 
inverted ; passed into the mouth ; and pressed down upon 
the parts. As the cup is pressed down, portions of plas- 
ter will be forced through the fissure into the upper 
chamber, — this should be pressed down at all points 
along the groove with the finger, securing more perfectly, 
in this manner, the intrusion of the plaster into any 
irregularities or depressions that may occur in the ridge. 
Or. the empty cup may be placed in its proper position 
ftver the jaw and the plaster introduced into the upper 
groove and pressed down with the fingers through the 
fissure on to the ridge, filling the depending chamber. 




CHAPTER III. 



PLASTER MODELS. 



Apteb an impression of the mouth hcos been secured in 
either of the ways mentioned in the preceding chapter, 
the next step in the process of constructing an artificial 
denture, is, to procure from the impression a representa- 
tion of the parts in plaster. The copy thus secured 
is called a model, and, if correctly obtained, is a true 
counterpart or fac-simile of all parts of the mouth repre- 
sented in the impression. 

Manner of obtaining a plaster model from an impression 
in wax for partial dentures. — The impression in wax 
should be first trimmed by cutting away superfluous 
portions that overhang the borders of the cup, care 
being taken not to mar any essential part of the impres- 
sion. The surface of the wax imprinted should then be 
uniformly smeared with a thin coating of oil applied with 
a camels-hair brush. The oil should not be of too thick 
a consistence, nor applied in too large quantities, as it 
will collect in the more depending portions of the im- 
pression, and, failing to be displaced by the plaster, will 
leave the model imperfect at these points, especially at 
the coronal extremities of the plaster teeth. The cup is 
now surrounded by some substance that will confine the 
plaster and give proper form to the body of the model. 
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For this purpose any material that is easily shaped may 
be used, as a thin sheet of lead or wax, paper, strips of 
oil or wax cloth, &l-. 

Before pouring the plaster, if it is desired to strengthen 
any of the plaster teeth, — as those adjoining the vacuities 
in the jaw, or such as are to be used in adjusting clasps, 
and thus secure them against accident in handling, — ad- 
equate support may be imparted to them by placing 
short pieces of stiff wire vertically in the depressions 
made in the wax by the teeth, and which may be sup- 
ported in an upright position by imbedding one end in 
the wax in the centre of the bottom of each canty. 

When the cup is properly enclosed, a batter of plaster, 
of somewhat thinner consistence than that used for im- 
pressions, is poured in upon the surface of the wax iii 
sufficient quantity to give to the body of the model a 
depth of from one to three inches according to the par- 
ticular requirements of the case. The plaster should not 
be poured directly or hastily into the cavities formed by 
the teeth, but upon points contiguous to them, and 
from which it should be allowed to run slowly into the 
depressions expelling the contained oil or air and filling 
them perfectly. When the plaster has become suffici- 
ently hard, any portions overlapping the borders of the 
wax, and not essential to the form of the model, should 

' he cut away and the two separated either by immersion 
in warm water, or by placing the model over the dome 

' of a spirit lamp or upon a heated surface until the 
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warmth imparted to the model renders the wax sufficiently 
soft to aUow the former to be removed without fracturing 
the plaster teeth. The latter methods should be adopted 
whenever it is desired to obtain duplicate copies from 
the same impression, as by the use of hot water the 
impression is destrpyed, the latter, however, being gene- 
rally used when gutta percha is employed. When separ- 
ated from the impression, the model should be properly 
trimmed and shaped with a knife blade. 

The general form of the body of a model is shown in 
Fig. 22. The walls, as will be seen, are made as nearly 
vertical or parallel as will admit of the model being 
readily detached from the sand in the process of mold- 
ing; for if made too flaring or divergent, the metallic die 
obtained from it will be more liable to crack or spread 
apart under the repeated strokes of a heavy hammer, or 
to rock under one-sided blows. 

During the process of stamping or forcing a metallic 
base into adaptation to the die, — which is a metallic 
counterpart of the model — the plate, when cut to the 
exact pattern of the parts to be covered by it, is fre- 
quently forced or dragged back toward the heel of the 
die, and is thus drawn from the teeth at the sides and 
in front. This displacement of the plate may be pre- 
vented by cutting away all of the plaster teeth from the 
model, leaving, however, enough of them remaining 
where they unite with the body of the model to form a 

shoulder to each tooth, as in Fig. 22. In this case, 
10 
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the plate should be sufficiently ample in its dimensions 
to partiaUy overlap the border, when, as it is forced 
Fio. 22. into adaptation, distinct inden- 

tations will be made in it cor- 
responding exactly with the 
I palatiil curvatures of the teeth ; 
I the portions of plate covering 
the cut ends of the teeth are 
then cut away with plate forceps 
or other instruments. If, how- 
ever, the plate is of the exact size required before stamp- 
ing, one or two plaster teeth upon each side of the model 
may be allowed to remain, against the anterior face of 
which the plate is made to rest, holding it stationary. 

Manner of obtaimng a plaster model from an impression 
in wax for entire dentures. — The same general method is 
pursued in obtaining a plaster model from an impression 
in wax of either the upper or lower jaw for entire den- 
tures, as that employed in partial cases. The general 
form of these pieces is represented in Figs. 23 and 24. 
If it is desired to swage a rim to the iilate, forming a 
groove or socket into which the plate extremities of the 
teeth are received, the model should be formed in the 
manner represented in the annexed cuts ; in which it 
will be seen that an abrupt shoulder is formed on the 
external border of the model of the upper jaw, (Fig. 23) 
but which on the lower, (Fig. 24) is extended round the 
inner border also, as it is desirable, in the latter case, to 
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give a roanded edge to the lingual border of the plate, 
and whith is accomplished in part by swaging in the 
first instance and afterwards by turning the edge down 




upon the plate with pliers or by other means. The 
model is prepared by adjusting a strip of softened wax 
around the border and cutting away from its upper 
surface in such a way as to form a groove, the bottom 
of which shall be on a line with the extreme edge of the 
base or plate and which should be indicated upon the 
model with a pencil mark before applying the roll of wax. 
Plaster may be substituted for wax. and should always 
be used whenever heat is applied to the model in the 
process of obtaining a metallic swage, as by the "dipping" 
method. 

If the model is to be used in molding, the groove 
should be sufficiently open to permit the i-eady with- 
drawal of the sand, otherwise the die at this part will he 
imperfect ; if, however, the face of the model is to be 
immersed in molten metal, securing first the counter-die, 
Hny form may be given to the groove that will best facili- 
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tate the operation of overturning the mar^ns of tlie 
plate. 

Rimmed plates are only required when single g^nm 
teeth or sectional or entire blocks are employed, or when 
plate teeth are mounted on a platinum base with contin- 
uous gum. 

Whenever an air chamber is to be stamped in the base, 
the model should be prepared for the purpose before 
casting the metallic swages. The general form and posi- 
tion of the central cavity or chamber in the arch is 
represented in Fig. 23. The model may be prepared in 
either of the following ways : 1. The form of the cham- 
ber may be cut from the wax or plaster impression ; in 
which case the plaster wUl be raised at a corresponding 
point or points upon the model, and will have exactly 
the same form and depth as the cavity in the impression. 
2. Cover the palatal face of the model with a sheet of 
wax equal in thickness to the lequired depth of the 
chamber, and cut out from this, at the desired point, the 
form of the cavity; fill the latter with plaster, and when 
hard remove the wax and trim the raised portion to the 
proper foim. 3. Cut a patteni chamber, of the required 
form and thickness, from sheet wax or lead ; place it in 
proper position in the arch and press down with the 
fingers or burnisher until it conforms to the contour of 
the palate ; it is then fixed in place either by confining 
it with a small piece of wire or tack driven through it. 
into the piaster, or by interposing softened wax or other 
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adhesive material between the chamber and model. A 
small brush loaded with a varnish mixture passed round 
the edge of the chamber will insure sufficient adhesion 
of the latter. 

The same general method as that when central cham- 
bers are formed is pursued in the preparation of the 
model when it is desired to construct lateral cavities in 
the plate. The form and position of these on the model 
vrill be indicated by inspection of the form of " lateral 
cavity" plates as exhibited in the chapter on " Entire 
Dentures." 

There are other modifications in the form of cavity 
plates, some of which are obsolete ; that known as 
" Cleveland's chamber," is still in limited use and will be 
described in a subsequent chapter, but does not require 
a model differing in form from the one described in con- 
nection with full dentures with central chambers. 

Manner of obtaining a plaster model from an impression 
in plaster for partial dentures. — The surface of the im- 
pression in plaster should first be rendered hard by 
applying to it, with a camel's-hair brush, a uniform coat- 
ing of varnish to prevent adhesion of the model. Two 
kinds of varnish are in common use, — a transparent and 
colored. The former is preferred for the reason that 
it penetrates the plaster more thoroughly, giving te it a 
greater depth of surface hardness, while the latter, if not 
sufficiently fluid, forms a somewhat superficial incrusta- 
tion, which is liable te peel off in handling, leaving 
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portions of the model unprotected. Either, however, if 
properly prepared and applied, may be employed. 



roBuin.4 NO, I. 
Tranipareitt Varnia/i. 
Gum saodaraub, . 5 ox. 
Alcobgl 1 i^uart. 



Colored Vaj-nitJi. 
Oum slieliuc, . . . 5 oi. 
Alcoho! 1 ifuart. 



The sandarach and shellac should first be freed from 
all impurities by careful picking and washing ; they are 
then added to the alcohol and digested over & moderate 
heat until thoroughly dissolved. Other substances, as 
gum elemi, Venice turpentine, &c., have been recommen- 
ded as additional ingredients, but they are not indispen- 
sable, and may be omitted without sensibly impairiug 
the properties of the varnish. 

After glazing the surface of the plaster impression 
with varnish, a thin and uniform coat of oil should be 
applied ; it is then enveloped and the model procured in 
the same manner as when wax is used. 

In separating the model from a plaster impression for 
partial cases, it will be necessary to cut the latter away in 
piecesj as any attempt to sepamte the two in the ordinary 
way would inevitably break away the plaster teeth from 
the model. The impression shoiUd be chipped away 
with great care to avoid defacing the model. To provide 
more perfectly against this accident, it is better to coat 
the impression with the colored varnish, as this will in- 
dicate, with greater certainty, the line of contact or union 
between the two pieces. When separated, the model 
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should be trimmed and formed in the manner heretofore 
described. 

Manner of obtaining a plaster model from an impression 
in plaster for entire dentures. — The preparation of a plas- 
ter impression of either the upper or lower jaw for full 
dentures^ and the method of procuring a model therefrom, 
differ in no essential respect, except in the mode of sepa- 
ration, from the manipulations required when the im- 
pression has been taken in plaster for partial pieces. A 
model can, ordinarily, be readily detached from an im- 
pression of the lower jaw, but is not always so easily 
effected in the case of the upper. To accomplish this in 
the latter case, the model may be taken in the hand and 
the back of the handle of the cup tapped lightly with an 
instrument ; or a small wedge-shaped instrument may be 
carefully forced in between the model and impression at 
the posterior border of the latter until they part slightly, 
when they may be easily detached ; before doing which, 
however, any overlapping portions of the model which 
may tend to bind the two pieces together, should be 
trimmed away. If any portion of the heel of the model 
is defaced by the introduction of the wedge, it may be 
afterwards remedied by restoring the contour of the parts 
with either wax or plaster. 

After obtaining a model in either of the ways men- 
tioned, the entire body of it should be glazed and har- 
dened by applying to it a uniform coat of varnish. This 
protective covering will prevent the surface from wearing; 



^ 
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render it more pleasant to the touch ; facilitate its with- 
drawal from the sand ; and give a more perfect mold. A 
model may be better prepared for permanent preservation 
by immersing it for a short time in a solution of carbon- 
ate of soda, by which its surface is converted into 
carbonate of lime and thereby rendered hard and durable ; 
care must be taken not to introduce any of the bicarbon- 
ate of soda into the solution. 



CHAPTER IV. 

METALLIC DIES AND CODNTER-DIES. 

A METTALLiG DIE is a fac-simile or transcript of the 
moath in metal, and is also a copy or likeness of the 
plaster model. 

A metallic counter-die is a copy of the impression and 
is a reversed image of the die and plaster model. 

Manner of obtaining a metallic die. — Two general me- 
thods are employed in procuring a metallic counterparii 
of the model : first, by molding^ — secondly by a process 
termed " dipping'' 

Molding. — For this purpose sand is usually employed, 
though other substances, as Spanish whiting, &c., have 
been recommended. When sand is used, it should be 
fine and even grained ; the best for the purpose being 
that used by brass founders. It is prepared by mixing 
with it sufficient water to render its particles somewhat 
adherent, so that when portions of it are pressed in the 
hand and then parted with the fingers, it will break away 
in well defined fragments. Excess of water should be 
avoided, as the vapor formed by the molten metal, when 
poured upon it, will displace portions of the latter and 
form cavities or blisters in the face of the die ; nor should 
the sand be used too dry, as in that case it will crumble 
away in detaching the model. 



154 



MECHANICAL DESTISTRV. 



Oil has been proposed as a substitute for water, in 
■which case it is recommended to add one quart of the 
foroier to a peck of saud. It is claimed that the sand so 
prepared is always in immediate readiness for use. 

Tiie sand properly prepared, the model is next placed 
with its face uppermost on the molding board and sur- 
rounded with a metallic ring. A common " wagon box," 
of which two or three aizes should be had, will answer 
every purpose. The sand should first be well sifted to 
remove the coarser particles, and then filled into the ring, 
packing it closely witli the fingers around and over the 
model until even with the upper edge of the box. Some 
care must be observed in the management of the saud 
when packing it, for if made too compact, the vapor, 
formed in pouring hot metal, faiUng to pass out readily 
through the sand, will be confined within the cavity and 
form imperfections in the face of the die ; or, if too loosely 
packed, the fluid metal when poured into the mold will, 
to some extent, permeate the pores of the sand and ren- 
der the face of the die rough and imperfect. 

The box, with the model encased, is then lifted above 
the board and the model dislodged by tapping it gently 
underneath with a small nifdlet or hammer until it parts 
from the mold. The uncertiiin and hazardous method, 
sometimes resorted to, of detaching the model by press- 
ing it alternately backward and forward until loosened, 
and then lifting it I'rom the sand, should never be prac- 
ticed, as more or less deformity of the mold is unavoid- 
ably produced tliereb}-. 
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It not unfrequently happens that the ridge ob the 
plaster model of the upper jaw overhangs, forming cor- 
responding depressions above, the exca%'ations occurring 
more commonly in front and on each side of the mesial 
line. Whenever this form of the model exists, it will be 
impracticable to obtain a correct mold in the manner 
jnst described, since the sand becoming impacted in 
these excavations will be broken away and remain with 
the model when the latter is dislodged. 

The difficulty mentioned, however, may be readily 
overcome in all cases by employing the sectional mold- 
ing flask mvented by Dr. G. W. Hawes, the several 
parts of which are represented in the accompanying cuts. 




Fig. 25 represents the lower 
ring, compofod of three moveable 
pieces with phalange exten-sions. b 
which project in toward the cen- 
tre. When used, this portion of 
the flask is closed and the sections kept in place by pins 
passing through the joints. Inside of this ring the model 
is placed face upward, the ridge extending a little above 
the upper plane of the ring. Sand, well sifted, is then 
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packed in around the model on a level with the most 
projecting points on the outside of the ridge, as indi- 
cated by the dotted line in Fig. 27. The surface of the 
sand should be trimmed smoothly, and should be cut 
squarely and at right angles with the ridge, to prevent 
the sand from breaking away when the model is with- 
drawn. Very finely pulverized charcoal contained in a 
loose muslin bag, is now sifted over the exposed surface 
of the sand, to prevent the next portion contained in 
the upper ring from adhering. The plain ring (Fig. 26) 
is then placed over the one containing the model, and is 
filled with sand well packed over the face of the die. 
The upper ring is now carefully lifted from the lower 
one on a line with the pins, thus separating the two 
portions of sand, and again exposing the uncovered face 
of the model. One of the pins should then be drawn 
from the lower ring ; the sections of the latter carefully 
unfolded, and the model withdrawn ; when the ring may 
he again closed and confined by replacing the pin. The 
upper ring is then re-adjusted in its proper relation to 
the lower one, and the flask inverted ; when the mold, 
if the process has been accurately conducted, will be 
found perfect. 

In obtaining a mold from the model of a lower jaw, 
but little dilEculty will ordinarily be experienced in ob- 
taining it perfect in the manner first described. The 
depressions at the posterior and inner border of the ridge 
are the points most liable to drag or displace the saud^ 
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and when the latter occurs, the surplus metal in the die 
at such points must be cut away with suitable instru- 
ments ; or the cavities in the model may be so filled out 
with wax before molding, as to permit the ready sepa- 
ration of the model without displacing the sand; in 
which case, also, it will be necessary, afterward, to 
trim the equivalent metal from the die. 

A die is more readily and accurately obtained from a 
model for partial dentures, by cutting away the plaster 
teeth as before described. The displacement of sand 
where the ridge overhangs, will, as a general thing, be 
unimportant in these cases, as the base but rarely more 
than partially overlaps the border. 

When whiting is used in molding, it is unnecessary 
to mix water with it, as the moisture which it absorbs 
from the atmosphere will give to it the proper con- 
sistence. 

Having obtained a mold in either of the ways men- 
tioned, the metal designed for the die should be melted 
and poured carefully in upon the more prominent por- 
tions on the face of the former. If the metal is raised 
much above its fusing point, or the sand is quite damp, 
the former should be poured very slowly into the mold. 
It is better, however, that the sand should be partially 
dried before pouring the metal, and the die cast on the 
instant of the metal becoming sufficiently fluid. An ob- 
servance of these precautions will protect the sand from 
the over-action of heat ; prevent ebullition of the fused 
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metal from the too rapid decomposition of the water of 
the sand ; and will give a smoother face to the die, and 
secure the metal or metals from undue waste by oxyda- 
tion. The opiuion is entertained by some that greater 
shrinkage of the die occurs when the metallic substance 
of which it is composed is poured at a temperature much 
above its fusing point; the fallacy of which is made ob- 
vious by a moment's reflection, as a simple example 
will show that any change affecting the face of the die, 
as a consequence of contraction, can only occur in the 
metal between its point of solidification, or liquifaction — 
for they are identical — and its working temperature. 
Zinc, for example, melts at 773°. Now if ita tempera- 
ture be raised to 1200°, it will remain fluid until it 
reaches 773°, and in passing through the intermediate 
degrees of heat, it will, in obedience to gi'avity, adapt 
itself perfectly to all parts of the more depending por- 
tions of the mold ; and this perfect continuity of the two 
surfaces will remain unaftected by the contraction of the 
metal until the latter commences to "sot," or solidify, 
(773°,) after which, and not until then, the zinc begins 
to pitrt from the face of the mold by conti-acting upon 
itself between 773° and the mean temperature of the 
air. So far as any change, by contraction, in the face 
of the die is concerned, therefore, it is obviously im- 
material whether the zinc be poured on the instant of 
melting or at 1200°; the result will be the same in 
either case. 
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Dipping, — ^By this process the counter-die is first ob- 
tained, and from this the die. For the purpose, two or 
three sheet-iron pans varying in size should be provided, 
measuring from three to five inches in diameter, and 
firom two to three inches in depth, the open ends of 
which should be somewhat larger than the bottoms. 
The metal for the counter is melted and poured into the 
pan, and immediately before '^ setting," the model, being 
unvarnished and previously well dried, is immersed, face 
downward, until all parts of the palatal arch and ridge 
are imbedded in the metal. The chamber, as well as 
the groove around the outside of the ridge concerned in 
the formation of a rim to the plate, should, in this case, 
be formed in plaster. 

Ordinarily, the conformation of the ridge above and 
below is such as to render it impracticable to remove 
the model from the metallic matrix without injury ; hence 
two or more models will be required whenever this 
method is practiced. 

. After the counter-die and model are separated, all 
traces of plaster should be carefully washed from the 
matrix, and the latter surrounded with a sheet-iron ring 
forced slightly into the counter immediately outside of 
the cavity formed by the model ; into this the metal for 
the die is poured filling the matrix and ring. 

If the metal or alloy forming the die fuses at the same, 
or a higher, heat than that composing the counter, the 
matrix should be protected from adhering to the die by 
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coating its surface uniformly either with lamp smoke, 
or a thin mixture of whiting and water or alcohol. 

Coantcr-Die. — A counter to the die is generally ob- 
tained directly from the latter, and may he procured in 
either of two ways. 1. The die is placed, face upward, 
upon the molding-board, and sand, prepai-ed as in mold- 
ing, built up arouud it, leaving only the ridge and palatal 
face exposed. It is then encircled with a cast or sheet- 
iron ring two or three inches deep, its edge embedded in 
the sand to prevent the escape of the fluid metal ; into 
this the metal for the counter is poured until nearly or 
quite full. 2. The metal for the counter may first be 
poured into a sheet-iron vessel of proper size, and, im- 
mediately before setting, the face of the die is immersed 
in the liquid mass, and held perfectly stationary until 
solidification of the counter takes place. The method of 
procuring a counter die directly from the plaster model, 
as in the process of dipping, has already been described. 

The metal commonly employed for the counter is lead, 
although other substances, as tin, type metal, some of 
the more fusible alloys hereafter to be mentioned, &c., 
are sometimes employed. When the counter is taken 
by pouring the metal or metals composing it upon a die 
fusing at a low heat, some caution should be observed 
lest the two pieces adhere by partial fusion of the die. 
In such cases, the surface of the die should be well pro- 
tected with lamp smoke or whiting; the leiid should be 
poured at the lowest practicable temperature ; and the 
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conduction of heat facilitated by surrounding the die 
with a heavy cast-iron box or ring. To avoid incurring 
any risk, however, the counter-die, if composed of a less 
fusible metal or compound than the die, may be first 
obtained directly from the model, and the ^ obtained 
from this as in the process of dipping ; or, a counter of 
lead, previously taken from a zinc or other more infu- 
sible die, may be used. 

During the process of forcing a plate into adaptation 
to the form of the mouth with swages, it not unfrequently 
happens that the marginal portions of the former become 
wedged or immovably fixed between the outer border of 
the dia and corresponding portions of the counter before 
its central portion is forced into contact with the palatal 
surface of the former, thus rendering it difficult to con- 
form the plate accurately to the parts without the ap- 
plication of suflScient force to deface or otherwise mar 
the form of the die. In such cases, the central portion 
of the plate may be first swaged with a partial counter, 
which is made to receive only the palatal portion and 
upper surface of the ridge of the die. After forcing the 
central part of the plate into adaptation with the partial 
counter, the process may afterwards be completed with 
a full counter after having turned the edges of the plate 
down upon the outer border of the ridge with a mallet 
and pliers. 

As before remarked, preference is usually given to 
lead in the formation of a counter-die, mainly on account 
11 
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of its greater softness. This property in a counter is 
practically important. In the process of forcing a metallic 
plate into adaptation to the moutli, partial displacement 
or yielding of either the die or counter, or of both, ne- 
cessarily ^fcurs, and it is scArcely necessary to remark 
that whatever change of form is produced should take 
place wholly in the counter, otherwise deformity of the 
die must ensue. 

Essential properties of a die. — There are certain pro- 
perties which it is indispensable that a metallic die should 
possess, more or less perfectly, in order to answer fully 
the requirements of the dentist. 

1. A die should be sufficiently hard to resist any 
necessary force applied to it in stamping the plate with- 
out suffering any material change in the form of its face, 
by which latter term is meant that portion of the die 
with which the plate is brought into contact. This pro- 
perty is most indispensable in those cases where the arch 
of the mouth is very deep, the ruga prominent and 
sharply defined, and where the alveolar ridge is marked 
by angular and abrupt prominences and depressions. In 
such cases, if the die is not sufficiently resistant, the 
points most prominent upon its face will be bruised or 
battered down, while the plate will fail to be forced per- 
fectly into the cavities or depressions, and its co-aptation 
to the mouth, to that extent, rendered faulty. The cases 
in which a less degree of hardness is admissible is, where 
the arch of the mouth is broad and shallow, the ruga im- 
perfectly defined, and the ridge regular and symmetrical. 
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The confonnatioii of the mouth, therefore, will, in respect 
to the property of hardness, admit of some latitude in 
the choice of the metal or alloy employed in the forma- 
tion of a die. 

2, Another important property of a metallic die is 
noa-eotdraction, so far, at least, as this is attainable. In- 
asmuch as the successfdl adaptation of the plate depends, 
in a great measure, upon an accurate representation of 
the precise form of the mouth in the die, it is of the first 
importance that the latter, other essential requisites being 
secured, should be composed of some metal or metals 
having the least possible contraction in cooling. Con- 
traction is, in varying degrees, common to all metals ex- 
posed to a decreasing temperatiu'e, and it is impossible, 
therefore, to obtain a perfectly faultless copy of the 
mouth in metal. Fortunately, as well for the expert as 
the unskilled manipulator, the unavoidable shrinkage in- 
curred is partially or wholly compensated for by the 
expansion of the plaster and the yielding condition of 
the soft tbsues of the mouth, but under no cii"cumstances 
should the accommodation afforded by the condition last 
mentioned encourage negUgence or unskillfdness in the 
use of all available means necessarj- to secure the most 
accurate adaptation of the base. Ordinarily, a moderate 
degree of contraction will not materially impair the fit of 
a plate ; on the contrary, in the case of the upper jaw, 
it sometimes favors its adhesion and retention in the 
mouth. Cases, on the other hand, frequently occur 
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where the least practicable amoimt of slmiikage, even 
at the partial sacrifice of other properties, becomes in- 
dispensable in the die. 

3. A third important requisite of a die is fusibiliftf. 
Aside from the convenience incident to the use of metals 
which fuse at a low heat, there is another consideration 
favoring this property of more practical importance. It 
is well known that all metals expand by heat and con- 
tract by cold. In obedience to this law, metals fusing 
at a high heat suffer a greater aggregate contraction than 
those melting at a lower temperature, and, as between 
two metallic bodies of equal dimensions, liquifying at 
different temperatures, the difference in contraction will 
correspond exactly with the difference in the number of 
degrees through which each passes from the point of 
solidification to the mean temperature of the air, allow- 
ance being made for the difference in their ratios of con- 
traction. Two dies, one composed of copper and the 
other of zinc will serve to illustrate. Fused copper soli- 
difies at 1900° ; in cooling, therefore, it contracts through 
over 1800° to reach a working temperature; while zinc, 
fusing at 773° contracts through only about 700° to 
reach the same temperature. As before stated, the 
difference in the contraction of metals will be somewhat 
modified by that in their ratios of contraction, but it will 
always be found that the more fusible metals have the 
least aggregate shrinkage whenever any considerable 
disparity exists between their fusing points. It is in 



IIBTALUC DIBS AND COUNTER- DIES. Ilj5 

accordance with the priociples here set forth, that the 
more fusible alloys, some of which melt at remarkably 
low temiieratures, are employed whenever it is importjint 
to obtain a die as nearly the exact counterpart uf the 
model as possible. 

4. Finally, a die should be sufficiently cohesive to 
resist the repeated blows of a heavy hammer without 
parting or cracking. Many metals, as antimony, bismuth, 
&c., in other respects suitable for dies, are objectionable 
on account of brittleness. But it must not, therefore, be 
inferred that all, metals that are denominated brittle are 
inadmissible for this purpose ; for zinc, which, in its 
ordinary condition is ranked as a brittle metal, and 
type metal, which is always so, are in no danger of 
being forced asunder or of suifering displacement when 
in the compact form of a die, provided the force used 
in swaging is judiciously applied or proper form and 
sufficient depth are given to the body of the die. 

To recapitulate briefly : a die should be formed of 
some metal or alloy that has a surface hardness 
sufficient to resist compression ; that fuses at a low 
temperature ; that does not, in any material degree, 
contract in the act of cooling ; and whose particles 
adhere with sufficient cohesive force to maintain per- 
fectly its integrity of form under the hammer. Any 
one or two of these properties are readUy attainable in 
the same die, but no one known metal or alloy com- 
bines all of them perfectly. Thus either cast-iron, 
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brass, bronze, or cannon metaJ, would form au excellent 
material in respect to surface hardness, aud, in the 
compact form of a die, would be sufficiently cobesive, 
but few enjoy convenient facilities for melting them; 
besides, their gieat contraction consequent upon their 
high fusing point, would render their employment en- 
tirely inadmissible. Again, certain alloys, as those 
composed of lead, tin, and antimony or bismuth, are 
eminently suitable on account of their extreme fusi- 
bility and comparative exemption from shrinkage, but 
they gain these properties at the expense of that degree 
of hardness necessary to resist compression. Tin, in its 
ancombined state, is, ordinarily, sufficiently fusible, 
tenacious, and non-contractile, but is too soft and yield- 
"ing when forcibly compressed. Antimony and bismuth 
are sufficiently hard, fusible and non-eontractile, but are 
objectionable on the score of extreme brittleness. 

Any metallic substance that combines most perfectly 
the several properties referred to, is, therefore, best 
adapted to the necessities of the mechanical operator, 
and experience has universally accorded pre-eminence 
in this respect to zine. It presents a more resistant sur. 
face to the blow of a hammer than either copper or 
brass ; three times more so than that of tin ; and more 
than double that of type metal. As it usually occurs in 
commerce, it may be classed as a brittle metal, but when 
annealed, it is tough and malleable. It melts at a heat 
{773*) which may be readily commanded and contracts 
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but little in cooling. Prof. Austen has demonstrated by 
actual experiments that an average sized zinc die, mea- 
soriag two inches transversely, contracts 271000tlis of 
an inch from outside to outside of the alveolar ridge, being 
equivalent in thickness to three ordinary leaves of a 
journal. Prof. A. remarks : " In the first case, {upper 
jaw,) the plate would ' bind* and if the ridge were 
covered by an unyielding mucous membrane, it would 
prevent accuracy of adaption. In the second case, 
(under jaw,) the plate would have too much lateral ' play' 
and consequently lack stability. Again, in a moderately 
deep arch, say a half inch in depth, the shrinkage be- 
tween the level of the ridge and the floor of the palate 
will be nearly 7'lOOOths — rather more than one leaf of 
the Journal. In the deepest arches, this shrinkage 
becomes a serious difficulty ; in the shallower cases, it 
is not of much moment, as there is no mouth so hard 
as not to yield the 1 or 2 lOOOths of an inch." 

As before stated, a moderate degree of shrinkage in 
the die may, in certain conditions of the mouth, pracH- 
caDy favor the adhesion and permanent retention of a 
plate applied to the upper jaw. The conditions alluded 
to, and which prevaC in a greater or less degree in all 
cases, are a soft and yielding ridge and comparatively 
hard and unimpressible palat«. Now, if, in the first 
instance, the plate is swaged into uniform contact with 
all parts of the jaw, it will be readily perceived that, if 
pressure is made over the ridge on one side, the latter 



16b mechanical dentistry. 



will yield, while the central portion of the plate, meeting 
with a fixed point of resistance at the floor of the palate, 
will " ride" upon the latter and thus throw the plate 
from the ridge on the opposite side of the jaw. If. 
however, a space equal to one or two thicknesses of the 
plate exists between the latter and the i-oof of the mouth 
aa a consequence of contraction in the die, the plate, as 
it is carried against the palate in the act of exhausting 
the air from beneath it, will, at the same time, forcibly 
compress the ridge, secm-iug tlieieby a more resistant 
basis along the border, and providing more certainly 
against displacement of the base on the appUoition of 
forces brought to bear upon it in mastication. 

The extent to which the shrinkage of a die may he 
admitted in any given case, will depend partly upon 
difference in the conditions heretofore mentioned in the 
soil parts of the mouth, and in part, also, upon the gene- 
ral configuration of jaw. In a medium sized mouth, with 
a depth of say half an inch to the arch, a moderately 
soft ridge and resisting palate, the slu'inkage incident to 
zinc will be unimportant, and in many cases will be ad- 
vantageous. K, however, the \'ault is very deep, even 
though there be a yielding ridge, the unavoidable con- 
traction of a zinc die will throw the plate so far from the 
arch as to render it difiicult for the patient to exhaust 
the atmosphere from between it and the floor of the 
palate, and even when the latter is practicable, the plate 
will bind with such force upon the outer border of the 
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lidge as not only to produce pain and irritation of the 
compressed parts, but the resistance afforded at these 
joints htU be sufficient, in many cases, to break up the 
adhesion, and force the plate from the palate. Again, 
as an extreme case, if the ridge and palate are somewhat 
uniformly unyielding, and the palatal vault is, at the 
same tim^, very deep, a zinc die can only be made avail- 
able in bringing the base as nearly into adaptation as 
possible, after which the operation may be completed 
with a swage having a less degi-ee of shrinkage, and 
which, as a mere finishing die, need not necessarily be 
80 hard as zinc. 

In conforming a plate to the lower jaw, the die should 
be as free as possible from contraction in all cases. The 
greatest shrinkage in such cases will be between the 
posterior extremities of the ridge, giving too much lateral 
play to the plate ; in addition to which the posterior and 
inner edge of the base, projecting out from the ridge, will 
obstruct the free action of the tongue, while the latter 
will tend t<» lift it from the ridge and render it unstable. 
These conditions may be partially remedied by turning 
the edge of the plate in against the ridge with pliers, 
but this expedient should never be resorted to in any 
case whenever it is practicable to secure a correct adap- 
tation by swaging. 

In all cases in which a zinc die fails to bring the plate 
into proper adaptation to the parts, either of the foUow- 
mg metallic compounds may be used to complete the 
process after partial stamping with zinc. 
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Type Metal. — Lead, 5 parts ; antimony, 1 part. Fuses 
at 500° ; contraction less than one-half that of zinc ; 
more compressible than the latter, and very brittle. 

Babeii, or anti-fridion metal. — Copper, 3 parts ; anti- 
mony, 1 part; tin, 3 parts. First fuse the copper, and 
then add the antimony and tin. Melts at a moderately 
low heat ; contracts but little ; is brittle, but m^y be ren- 
dered less so by adding tin. 

Zinc, 4 parts ; tin^ 1 part. Fuses at a lower heat, 
contracts less in cooling:, and has a less surface hardness 
than zinc. 

Titii 5 parts ; antimont/, 1 part. Melts at a lower heat 
than either of the preceding alloys ; contracts but slightly 
in cooling; is harder than tin, and sufficiently cohesive. 
It is readily oxydized, and should be poured as soon 
as melted. 

Fusible Alloys. — The following tabular view of the 
more fusible alloys, the respective properties of which 
are deduced from actual experiments, is given by Pro- 
fessor Austen, in a paper on " Metallic Dies."* Zinc is 
introduced into the table for the purpose of comparison. 
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1. Zinc 

2. Lead, 2, Tin, 1, 

3. Irfftd, 1. Tin, 2 

4. Lead. 2, Tin. 3, Antimony. 1. 

5. Lead, 5. Tin, 6. Antimuny, 1. 

6. Lend, 5. Tin, 0, Antimonj. 1, Bismuth. 3, 

7. Lead. 1, Tin, I, Bismuth, 1. . 

8. Lead. 5, Tin. 3, Bismuth, 8, . 
8. I*ad.2. Till. l.Bismuth, 3. . 


770° 
440" 
340° 
420" 
320° 
»00' 
250= 
200» 
200° 


■01366 
■00633 
■O05O0 
■004.33 
■00566 
■00266 

■oooco 

■00200 
■00133 


■018 
■050 
■040 
-020 
■035 
■030 
■042 
•045 
■048 


S 
3 
3 

7 
6 
9 

e 



* American Journal ofDeuial Science, tuI. vi. p. 3 
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Professor A., in commenting on the above table, ob- 
serves : ^^ The last column contains an approximate esti- 
mate of the relative brittleness of the samples given. 
As in the other columns, the low numbers represent the 
metals, so far as this property is concerned, most de- 
sirable. Those marked below 5 are malleable metals ; 
those above 5 are brittle ; zinc, marked 5, separates these 
two classes, and belongs to one or the other, according 
to the way in which it is managed." Allusion is here 
made to the process of annealing zinc, and which has 
already been adverted to when considering the latter 
metal in a former part of the work. The special method 
employed is thus described by the author already quoted. 
" The simplest way to anneal a zinc die is to place it in 
the melting ladle with about a table-spoonful of water, 
removing it in thirty seconds after the water has boiled 
away. If the fire is a very hot one, remove it imme- 
diately on the disappearance of the water. It will often 
happen that the die is annealed in the process of taking 
the counter-die. This will more certainly occur when 
Nos. 7, 8, or 9, (see table,) are used for the counter. 
For example, take tin : using a mass twice the size of 
the die, should it be heated to 540°, (100° above melt- 
ing point,) it would not, allowing for loss of heat by 
radiation and contact with the cast-iron ring, (if one be 
used,) heat the zinc beyond 330°. Lead, cast as cool as 
it could possibly be poured, unless in a very heavy ring, 
(such as a * cart-wheel box,') or in quantity too small 



172 MECHANICAL DENTISTRY. 

for a well-shaped counter, would be apt to raise the zinc 
at least to 400°, and so impair its malleability, whilst, 
if poured as hot as many are in the habit of doing, the 
zinc will remain as brittle as when first cast."* 

* To Professor P. H. Austen, whose various contributions relating to 
the mechanical department of practical dentistry have done much to un- 
fold and elucidate the principles involved in the practice of this impor- 
tant specialty, the author would acknowledge his indebtedness for much 
of the valuable data and practical suggestions that may be found em- 
bodied in the foregoing chapter ; and had not the limited space assigned 
us, compelled a condensation of his views on the subject of metaUic dies 
and counters, we might have done the reader an essential service by 
transferring to our pages many of his eminently practical observations on 
this subject entire. 
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PARTIAL DENTURES. 



Tfl£ almost unlimited modifications in the form of 
substitutes designed to supply the loss of a portion only 
of the natural teeth, and the difficulties oftentimes inci- 
dent to a harmonious arrangement of the teeth of replace- 
ment, as well, also, as the impracticability of always 
securing a perfectly satisfactory and efficient antagonism 
or closure of the artificial with the natural organs, fre- 
quently surround this process with peculiar embarrass- 
ments, and often render their successful application ex- 
tremely difficult. They will, accordingly, be found to 
demand of the operator the exercise of greater skill, in- 
genuity, and discrimination than is usually required of 
him in the construction and application of entire den- 
tures. 

The various means employed in fixing or retaining 
partial sets of teeth in the mouth will be first considered. 
Either of the following methods may be adopted accord- 
ing to the preferences of the operator, or the require- 
ments of individual cases. 1. Pivoting an artificial crown 
to the root of a natural tooth. 2. Clasping to the natural 
teeth 3. Wood pivots adjusted to tubed plated 4. Pivot- 
inff plate to the roots of the natural teeth. 5. Atmospheric 
pressure. 
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PIVOT TEETH. 

The process of pivoting or grafting an artificial crown" 
upon the root of a natural tooth has been long practiced, 
and when skilfully performed with intelligent views of 
the various conditions which recommend and justify the 
operation, it affords a valuable and unobjectionable means 
of substitution. The success of the operation will be 
greatly modified by the following circumstances: 

1. The condition of (he root. Us appendages, and su>- 
rounding structures. — If the root to be pivoted is strong, 
well-formed, and securely attached to the jaw, a living, 
healthy nerve present, and the peridental membrane 
free from disease, the operation will be attended, iu a 
large preponderance of cases, with the happiest results, 
and in respect to utility, comfort, and appearance, is 
superior to any other mode of substitution. If, however, 
the nerve of the tootli has been previously destroyed by 
disease, and inflammation and suppuration of the adja- 
cent tissues have supervened, the probabilities of com- 
plete success will be greatly diminished ; for although 
these latter conditions may have been subdued for the 
time being by appropriate treatment, yet that a latent 
predisposition favoring their recurrence ^usts is mani- 
fest from the frequency with which unfavorable results 
follow the operation of pivoting even under circumstances 
80 appareriBy favorable. 

In no case, we are convinced, unless under circum- 
stances of peculiar exigency, should an artificial crown 
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be attached to a root whenever the latter is complicated 
with incurable disease of the investing membrane or 
abscess at its apex. It may be safely affirmed that the 
failures so common to this method, and the consequent 
disrepute into which it has deservedly fallen, as ordina- 
rily performed, is fairly chargeable, not so much to un- 
skillful manipulation, as to a want of proper appreciation 
of the pathological conditions which clearly contra-indi- 
cate its employment. The facilities enjoyed by the 
dentist of the present day in the employment of the 
various approved methods of replacement, other than the 
one under consideration, no longer make it either neces- 
sary or pardonable to subject the patient to a course of 
treatment which unavoidably necessitates a perpetual 
drainage of depraved and oiTensive pus either through 
fistulous openings in the gum or through channels pro- 
vided by art. 

As respects the surrounding structures, it is well, with 
a view of removing any disturbing causes, to institute a 
careful examination of the mouth before inserting pivot 
teeth, and if any of the remainiiig teeth are found carious 
or incrusted with tartar, or the mucous membrane and 
gums are inflamed or otherwise diseased, they should be 
treated in accordance with the indications furnished by 
the particular morbid conditions present. 

2. Diathesis of the patient. — Cases frequently occur 
where there exists a marked constitutional predisposition 
to inflammation, in some of its various forms, from the 
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operation of very slight causes ; and although it is not 
always practicable to determine the exact degree of this 
tendency in all cases, yet some evidence of its existence 
may be acquired by inquiry of the patient as to the 
usual terminations of injuries inflicted upon any portion 
of the body, as, whether they heal kindly by the ordi- 
nary process of reparation or tend to inflammation and 
suppuration. Whenever this predisposition exists in 
any marked degree, the operation, though other condi- 
tions may favor success, is hable at all times to termi- 
nate unfavorably, and, therefore, if performed at all, it 
should be done in the most careful manner and only 
under circumstances that promise the best chances of 
success. It is well in cases characterized by a phlogistic 
habit of body, to first reduce the system somewhat by 
appropriate antiphlogistic treatment, and in no case 
should more than one tooth be inserted at a single sit- 
ting, and it will be prudent, in many cases, after having 
prepared the root, to defer the completion of the opera- 
tion for a few days, or to adjust a tooth temporarily with 
a pivot loosely fitted, until the irritation, unavoidably 
produced by filing, drilling. &e., has completely subsided. 
3. Manner of performing the operation. — The healthy 
condition of the root and contiguous*part5, and the ulti- 
mate utUity of the substitute, may be very materially 
prejudiced by careless, hurried, or injudicious manipula- 
tion ; as where the remaining portions of the natural 
crown of the tooth are violently removed with excising 
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forceps, or by the unskillful use of files in dressing the 
root, or drills in enlarging the central cavity, or by 
undue or misapplied force in the final adjustment of the 
artificial crown, or finally, by a faulty position of the 
tooth of replacement by which the root is subjected to 
injurious strain either by lateral pressure or premature 
closure against those of the opposite jaw. By the opera- 
tion of either or all of these causes, disease of a more or 
less intractable character may be induced which will 
impair the usefulness of the artificial organ and subject 
the patient to much present and future distress and an- 
noyance. 

The roots of teeth to which artificial crowns are umally 
attached. — The operation of pivoting artificial substitutes 
is necessarily limited in its application, being confined 
to the front or single-rooted teeth, — usually to the inci- 
sors and cuspidati of the upper jaw. The same class of 
teeth of the inferior maxilla, though sometimes used for 
the purpose, are not favorably formed or situated, having 
a posterior inclination in the arch which renders ready 
access to them with the drill difficult or impossible, while 
the small size and flattened condition of the roots pre- 
clude the use of pivots of sufficient strength. Nor are 
the roots of the bicuspids of either jaw ordinarily ad- 
missible, as the lateral compression of these fangs do not 
admit of the use of pivots of adequate size and strength 
to secure them against accident in mastication. Com- 
paratively speaking, the roots best adapted to this pro- 
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cess are those of the superior central incisors, aud cuspi- 
dati or canine teeth. 

Preparation of the root. — In the process of preparing 
the root for the attachment of an artificial tooth, all 
remaining portions of the natural crown should first be 
removed with suitable instruments. If the cervical por- 
tion of the tooth is comparatively sound and unbroken, 
this may be most expeditiously accomplished, and with 
less risk of injury to the root, by employing a very fijje 
saw attached to a steel frame or carrier as shown in Fig. 
28. The saw should be narrow enough to enable it to 



take a curvilinear direction in cutting, as this will enable 
the operator to separate the crown nearly or quite on a 
line with the arched margin of the gum, thus dispensing, 
in a great measure, with the use of the file in the final 
dressing of the cut end of the root. 

The saw should be passed along the side of the tooth 
to the gum and the crown separated either by cutting- 
directly across to the opposite side, or as nearly on a. 
line with the curvature of the anterior and posterior 
margins of the gum as possible without wounding th(^ 
latter. During the operation, the saw should be kept> 
constantly wet, aud the crown should be supported b^*^ 



If the remains of the crown are friable, or if they con- 
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sbt of but fragmentary portions of enamel, they muy be 
readily cut away with excising forceps, two forms of 
which are exhibited iu Fig. 29. The oae having squaro 




[transverse cutting edges, closing at right Jingles with tlie 

, IS generally employed. Serious, if not irreimral)le 

injury may be inflicted by the careless or unskiJlful use 

f this instrument, either by producing so \iolent a con- 

1 as to induce, in some instances, incurable lUs- 

B or absolute necrosis of the root ; or by fracturing 

B latter in such a way as to unfit it for the reception 

1 pivot-crown. The forceps, therefore, should never 

B used to excise the crown with a single cut whenever 

Y considerable portion of the root at the gum remains 

iffected by disease, and even when the latter is friable 

lly destroyed by decay, they should be used 

rith great caution, cutting or chipping away small por- 

s at a time, until as much of its substance is removed 

[ M is practicable with the forceps. 

After the use of the saw or excising forceps, any re- 
I iDuiiing portions projectingbeyond the free margins of the 



X80 MECHANICAL DENTISTRY. 

gum should then be removed and proper shape given to 
the end of the fang with a file. A half-oval file, with a 
sharp and tolerably fine cut running obliquely across it« 
fionvex surface, is the best for the purpose, and when in 
use, it should be kept constantly wet and free from clog- 
ging particles of bone. The end of the root should be 
filed down, anteriorly at least, a little below the free 
margin of the gura, care being taken not fo lacerate its 
periosteal attachment; in this way the artificial crown, 
when adjusted to the root, will unite so untimately with 
the gum iu front as to render exposure impossible. The 
surface of the root, prepared in this manner, will present 
a foncarity corresponding with the festoon of the gum. 

If a living nerve remains in the root it will not ordi- 
narily be practicable, unless there is partial obliteration 
and consequent recession of the pulp cavity as the re- 
sult of os.sific deposits, either to saw off the root on a 
line with the gum or even transversely, or to file 
the root even with the gum without inflicting insufier- 
able pain. It will be necessary, therefore, either to re- 
move the nerve through the carious opening in the crown 
before the latter is removed, or, if not exposed by the 
operation of sawing or filing, through an opening into the 
pulp made with a drill or cutting instrument after exci- 
sion. 

The use of arsenic for the destruction of the nerve 
preparatory to its removal, though sometimes employed, 
is liable, under the most cautious management, to result 
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in periostitis and ultimate suppuration of the surround- 
ing tissues, and should, therefore, never be used if eir- 
<^umstances admit of its removal by direct operation with 
instruments. By the latter method, the vitality of the 
:ix)ot, through its periosteal circulation, will be better 
3)reserved. Its extirpation may generally be readily 
effected with the use of a three or four-sided, barbed, 
xmtempered broach, which, being small enough to pene- 
'trate freely to the apex of the fang, is thrust quickly to 
"the bottom of the canal, rotated, and withdrawn ; when, 
of the entire nerve does not come away adherent to the 
T)roach, the operation may be repeated, with compara- 
'tively little pain, until all portions of it are removed. A 
method more especially recommended by Prof Taft, in 
his recent work on " Operative Dentistry," page 234, is 
the following : " Take a very fine untempered steel wire, 
round and smooth, not larger than 34 to 36 of Stub's 
gauge-plate ; flatten the extreme point, and turn it to an 
angle of from thirty to forty degrees ; place the edge of 
this against one wall of the canal at the point of expo- 
sure of the pulp ; press it steadily up the canal, with its 
edge bearing against the wall, as far as it will go, and 
then twirl it suddenly round : thus an extision is effected 
near the point of the fang, when the pulp with the in- 
strument may be drawn away together ; or, if not thus 
drawn, it may be caught with some fine point, and re- 
moved without pain. This manner of introducing the 
instrument, too, causes less pain than either of the others ; 
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for th%re are no sharp edges or points presented in pass- 
Jug the instroment up the cansl, to cut or lacerate the 
pulp. In the removal of the pulp from the teeth of 
yooQg persons, care should be taken lest the Instmrnent 
pass entirely through tiie foramen, at the apex of the 
&Qg; but vith adults, there is Uttie or no danger of 
such an accident" - 

The nerre bong removed, &e canal of the; root should 
be enlarged for the recepti(|i of a pivot This is effeoted 
vith a eoitable broach, w witli drills of various forma. 
When the canal presents the form of a cleft or fissure, a 
spherical or cone-shaped burdrill should be used ; if, 
however, the nerve cavity approaches a cylindrical form, 
the operation will be more speedily performed with a 
four-sided broach, or what is still better, a spear-pointed 
or spiral drill; all of which are exhibited in Fig. 30. 



The natural opening in the fang should be enlarged to 
the depth of from one and a half to two or more lines, 
according to the length of the root ; and the orifice should 
be made laige enough to admit a pivot of safScient size 
to secure the crown firmly in position. The direction of 



188 



the diill in cutting should follow closely that of the 
natural canal in the root, since but a slight deviation in 
this respect may endanger the integrity of the latter by 
two great a thinning, or actual perforation, of its walla. 
In all cases, however, where the direction of the canal 
"will admit of it, the shaft of the instrument should be 
held steadily on a line with the circle formed by the 
cutting edges of the adjoining teeth, and either equi- 
distant between the latter or with such a lateral inctina^ 
■tion as will give to the tooth of replacement a symme- 
trical arrangement in the arch. During the operation, 
"the drill should be kept constantly wet, and loose par- 
"tiicles of bone should be washed from the cavity by oc- 
^onal injections of water. 

The unenlarged portion of the nerve canal between the 
Ijottom of the pivot cavity and the apex of the root should 
Xiext be thoroughly closed with gold in the manner usually 
j)racticed in fangfilUng, — all diseased conditions associated 
^with the root, if such exist, having been previously sub- 
dued by appropriate treatment. 

FUting the croton. — The pivot crown selected for any 
^ven case should correspond, as nearly as possible, in 
size and general conBguration with its fellow of the 
opposite side, or, where several are inserted, with the 
form and size of the natural organs which they repre- 
sent. The tooth or teeth of replacement should also 
harmonize in color with those immediately adjoining. 
The cervical portion of the crown applied to the root 
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should correspond, as nearly as possible, in dimensions 
with the filed surface of the root, and the adaptation of 
the two surfaces should be sufficiently accurate at all 
points to aftbrd a firm basis for the crown, and, at tlie 
same time, to exclude perfectly all particles of alimen- 
tary or other solid substances, the decomposition of 
which would tend to the decay or disease of the root, or 
become oflensive in the mouth. To secure such a co- 
aptation of the articulating surfaces, more or less filing 
of the root and grinding from the base of the crown will 
be required, so that while uniform contact of the sur- 
faces is secured, the artificial cvowu will be made to 
occupy its proper relative position in the arch. 

The articulation of the crown and root may be very 
accurately obtained in the following manner. Attach to 
the crown a temporary pi^ot of wood that may be easily 
applied and removed ; coat tlie surface of the root uni- 
formly with some pigment, as carmine, rouge, or rose 
pink, and apply the crown, with pivot attached, to the 
root ; the points of contact will be indicated upon the 
base of the crown by the adherent coloring matter ; the 
colored portions are then ground down somewhat on an 
emery wheel, and this process is repeated until the 
entire surface of the base of the crown exposed to the 
pigment becomes uniformly coated. Whenever it is 
thought important to preserve the form of the porcelain 
crown unchanged, the operation may be reversed by 
coloring the base of the latter and fihng from the extre- 
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^^^^iH' of the fang until a perfect adjustment of the parts 
•^ secured. 

Another method, sometimes employed, may be adopted, 
*Mid will secure an equally accui-ate bearing of the crown 
"^without subjecting the patient to the annoyance of re- 
X>eated trials of the pivot tooth in the moutli. After 
baving prepared Ihe root in the manner already described, 
£*.ii impression of the root and contiguous teeth is taken, 
xxnd from this a plaster model is obtained. The drilled 
<savity in the root will be indicated on the model by a 
Corresponding depression ; this may be extended into 
"fche body of the latter with an instrument fitting the 
^»rifice and held in the exact position as when enlarging 
^he canal in the fang. The model is then varnished, and 
*» pivot being temporarily attached to the crown, the 
lL»ase of the latter may be ground, with or without the 
Xjse of coloring matter applied to the model, until the 
^rticnlating surfaces close uniformly, and the crown oc- 
^?upies the required position indicated by the adjoining 
"teeth represented on the model. If the impression is 
^^orrect, and the manipulations are accurately conducted, 
«a pivot tooth prepared in this manner will be found to fit 
"the root and occupy a proper position in the circle with 
Imt little, if any, additional filing or grinding. 

Attaching the crmen by means of wood pivots. — The 
Casual method of fixing artificial crowns to the roots of 
■teeth is by means of pivots of wood. Thoroughly 
saeasoned white hickory of small growth, fine grained, 
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and straight compact fibers, is esteemed the best for 
the purpose. This substance is often used in its natural 
condition, but it ^"ill be much improved, both in respect 
to strength and durability, if previously well condensed 
by forcing it through the holes of an ordinary draw-plafe. 
or. what is better, through apertures of various sizes 
formed with smooth bevelled edges in a piece of ivory, 
steel, or porcelain of sufficient thickness. Cylinders of 
wood of uiiiibrm thickness throughout are most conve- 
niently formed by splitting the timber into rods five or 
six inches in length, and from one-eighth to a quarter 
of an inch in diameter, trimming them with suitable in- 
struments to a size one-third larger than required when 
condensed, and then passing them through the holes of 
a draw-plate, on the side where they form a cutting edge, 
commencing with the larger and passing to those of di- 
minished caliber, until a cylinder of the size mentioned 
is obtained. These are then compressed in the manner 
before mentioned. When the draw-plate is used to com- 
press the pivot, the latter should be passed through 
from the side opposite to the one used in forming 
the pivot. 

One end of the pivot, dressed to the proper size, is 
made to fit accurately the hole in the crown, care being 
taken not to fracture the latter when forcing the pivot 
into place. The depth of the enlarged opening in the 
root will determine the Icnglh to be given to the end of 
the pivot projecting from the crown, and the former may 
be readily determined by means of a gauge, (Fig. 31,) 
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Fig. 31. 




consisting of a rod of wire of a size to enter freely the 
canal in the root, with a moveable slide, to the end of 
which is attached a circular collar or phalange. The end 
of the wire being pressed to the bottom of the canal, the 
phalange, resting against the end of the root, will force 
the slide back upon the rod, and thus indicate with cer- 
tainty the depth of the canal. The pivot being cut off 
at a point distant from the crown equal to the length of 
the uncovered end of the wire, is then dressed to the 
size of the orifice in the root. The pivot should be ac- 
curately fitted to the canal in the fang, but not so tightly 
as to require any greater force in adjusting the crown to 
the root than may be readily applied with the fingers. 
A pivot thus easily applied, will, when enlarged by the 
absorption of fluids, be so firmly retained as to render its 
removal difficult; and even when moisture is excluded, 
adequate stability will be imparted to the attachment, 
provided sufficient depth is given to the cavity in the fang. 
Before adjusting the crown permanently, the pivot 
may be wrapt with one or two thicknesses of gold foil, 
and a thin layer of the same may also be placed between 
the crown and root. This is done with a view of pro- 
tecting the pivot and inner walls of the fang from the 
action of the fluids of the mouth. Other and more plastic 
substances, which are impermeable and not soluble in 
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the secretions of the mouth, are sometimes interposed 
between the root and crown, as Hill's stopping, eollodian, 
mastic dissolved in ether, &c. The following expedient 
recommended by Dr. S. D. Muse,* will answer the same 
pm-pose perfectly, but as it involves the use of " amal- 
gam," it may be regarded as, in some degree, objection- 
able. The root being prepared in the ordinary way for 
the reception of a pivot, the central portion of its arti- 
culating surface is counter-sunk to the depth of half a 
line, leaving but a thin border on the outside to support 
the crown. The counter-sink is made with a bur drill, 
like that represented in Fig. 32. A pivot previously 



fitted to the root and crown, and of the required length 
when the latter is adjusted to the root, is then fitted to 
the canal In the fang, when the excavation around the 
pivot is packed with carefully prepared amalgam in suffi- 
cient quantities to completely fill the counter-sink. The 
crown is now applied to the pivot projecting from the 
root and pressed firmly to its place, the amalgam, as an 
impermeable cement, luting the joint perfectly. 

It not unfrequently happens that considerable enlarge- 
ment exists at the orifice of the canal, aa the result of 
decay, and which, if not filled, will not only render the 
attachment of the crown insecure, but form a chamber 

• Dental Register of the West, vol, vi. p. 154. 
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for the accumulation of the secretions of the mouth and 
other substances, which, decomposing, will render the 
substitute, in time, exceedingly offensive and pernicious 
in the mouth. In such cases it will be difficult to con- 
form a wooden pivot accurately to the cavity, but the 
decayed portion and enlarged canal of the root may first 
be filled compactly with gold, and a central passage made 
through this with a drill for the admission of a pivot ; or, 
in lieu of this, a highly polished and uniformly cylindrical 
steel wire of the same size as the crown-pivot, may be 
introduced into the prepared canal of the root and gold 
packed around it and into the excavation in the end of 
the root even with the surface of the latter ; after which 
the steel wire is carefully withdrawn. In either of the 
above cases, the gold should be securely fixed in place 
by forming small pits, or transverse grooves, in the walls 
of the fang. 

Another method is to apply to the base of the crown, 
and round the pivot, a sufficient quantity of Hill's stop- 
ping, or other analogous material to fill perfectly the 
curious excavation ; this is then warmed until sufficiently 
plastic, by passing it through the flame of a spirit-lamp, 
when it is applied to the root and pressed up with suffi- 
cient force to expel any excess of material. . 

Pivots of metal and wood. — Pivots are sometimes formed 
of gold wire encased in wood. These impart additional 
strength to the attachment, and at the same time enable 
the operator to change the direction of the crown by 



190 



MKCEANICAL DENTISTRY. 



bending the pivot whenever the root stands iiTegularly 
in the arch, A hole, somewhat smaller than that hi the 
fang, is drilled into a block of pivot wood, and into this 
is forced a gold wire — that formed of gold and platinum 
being the best, as it possesses greater stilfness and elas- 
ticity. The wood is then dressed down to a size a little 
larger than the canal in the root, and then compressed. 
One end being fitted to the hole in the crown, the pro- 
jecting portion of the pivot, cut to the proper length, is 
trimmed to fit the opening in the root and applied in the 
manner before described. 

Another method is to close the hole in the crown with 
a cylinder of pivot wood ; trim it even with the base of 
the crown ; perforate its centre with a drill j and intro- 
duce into this one end of the wire, the surface of which 
is cut up into small barbs, or otherwise roughened to 
prevent it from drawing. A similar piece of wood is 
fitted to the orifice in the fang, and trimmed and drilled 
in like manner for the reception of the wire pivot — the 
latter being barbed and filed square to render it station- 
ary when forced into place. 

Metal pivot. — The best and most approved method of 
attaching the crown to the root consists in adjusting a 
metallic pivot to a gold tube attached to the root in such 
a manner that the substitute may be readily applied and 
removed by the patient. The tube which lines the en- 
larged canal in the root is constructed and applied in tho 
following manner. A thin strip of ordinary gold plate. 
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No. 28 or 30, and five or six inches in length, is first 

bent round a polished, cylindrical steel wire, the size of 

t.'he intended pivot; these are both drawn together through 

draw-plate until the gold tube is accurately conformed 

the steel rod. The wire is then withdrawn, and the 

Joint or seam in the tube soldered; before doing which, 

liowever, the joint should be coated on the inside with a 

xnixture of whiting, to prevent the solder from flowing 

ill upon the inner walls of the tube. A fine thread is 

'tihen cut with a screw-plate on the tube, and having in- 

^Toduced into the latter a piece of the steel wire on 

"^^hich the tube was formed, the tube is seized with pliers 

ciir a small hand-vice, and screwed gently and carefully 

xnto the fang. The steel wire is then withdrawn, and 

^he protruding portion of the tube removed with a file, 

or cut off with a fine saw, like the one represented in 

IFig. 28. 

Another method of fixing the tube securely in place, as 
:Krecommended by Dr. F. H. Clark, consists in closing the 
Xower end of it with a spherical-shaped cap, and attach- 
:i.ng to the centre of this a small screw, which passes into 
^he canal of the root ; the latter being sufficiently en- 
Xarged and " tapped" for the reception of the screw. 

In either case, if the filed end of the root is hollowed 
^Dut by decay, a collar or phalange should be soldered to 
^tJie end of the tube on which the crown rests ; underneath 
^uid around which, gold is packed, filling completely the 
^sarious excavation. 
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The metal pivot may be fastened to the crown in 
either of the following ways. 1. A gold pivot fitting 
the orifice in the crown loosely is placed either in the 
centre or to one side of the latter, as the case may re- 
quire, and around this solder filings or scrap are packed, 
filling in perfectly between the pivot and crown ; the 
latter, with its cutting edge down, is then partly im- 
bedded in plaster, and sufficient heat applied to flow the 
solder. 2. The nse of a platinum pivot has been sug- 
gested by Dr. Frank Fuller, in which case he recom- 
mends the employment of jewellers' " soft enamel" as 
the uniting medium. The pivot is adjusted to the cro^vn 
in the same manner as just described, and the enamel 
closely packed with suitable instruments around the 
pivot; the pieces are then invested, and sufficient heat 
applied to fuse the enamel. The latter may be obtained 
from jewellers or by pulverizing fragments of an old 
watch face. 

The pivot being permanently fixed to the crown, the 
projecting portion is cut to the proper length and dressed 
to fit accurately the hollow wire lining the fang, but not 
so tightly as to prevent it from being easily introduced 
and withdrawn with the fingers. To render the crown 
stationary when applied to the root, the pivot should be 
slightly flexed that it may press upon the walls of the 
tube when introduced ; or a small bar may be soldered - 
on one side and near the bottom of the tube, so that: 
when the pivot is forced up it will be compressed I 
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i;ween the bar and opposite side of the tube, the portion 
of the pivot facing the bar being somewhat flattened. 
^y far the best method of giving permanence to the 
pivot, however, is that recommended by Dr. Dwindle ; 
in which he directs one-half or more of the pivot to be 
split into two equal parts with a fine watch-spring saw. 
The surface is then cut up into numerous small barbs, open- 
ing downward, and the end of the pivot filed somewhat 
■t» a point, so that when the two sections are spread 
<spart, it will readily enter the orifice in the fang, (Fig. 
S3.) Pivots so formed should be constructed fio. 33. 
of gold alloyed with sufficient platimim to ren- 
der them stiff* and elastic. The diverging sec- 
tions of the pivot when pressed into the canal 
"^iil be found to bear with sufficient force against the 
sides of the tube to retain the tooth securely in place, 
^ind, at the same time, enable the patient to remove it at 
^tny time for the purpose of cleansing the substitute. 

Pivot plate. — It sometimes occurs that the root to be 
^used occupies a position in the arch inconsistent with a 
liarmonious arrangement of the tooth of replacement by 
Uie usual method of attaching an ordinary pivot-crown. 
TThus it may lie closely against one or other of the ad- 
joining teeth, distant from the centre of the space ; or it 
^nay have too great an anterior or posterior obliquity, or 
^too great a lateral inclination ; or, again, it may range 
"with the other teeth with respect to its direction, but 
:XEiay occupy a position entirely within the circle ; in 
13 
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either case it will be difficult or impracticable to 
proper relative position to the crown in the usaal 
It is true, that any slight <le\'iation from a just position 
or inclination of the fang may be compensated for by a 
corresponding inflection of the pivot, or by forming an 
abrupt angle to it where the root and crown unite, or 
by placing the pivot on one side of the hole in the crown ; 
but when the irregularities spoken of exist to any con- 
siderable extent, it will become necessary to adjust a 
pivot-plate to the root, and attach to the base an ordi- 
nary plate tooth, to which any desired position may be 
assigned. The root, in such case, should always be pro- 
vided with a gold tube, constructed and applied in the 
manner already described, in order that the substitute 
may be easily removed and cleansed. 

The form of plate, with pivot attached, for the replace- 
ment of a single tooth, is shown in Fig, 34. 
The method of constructing the plate and attach- 
ing the pivot will be fully described in a sal 
cjuent part of the work. 

Whenever an edentated space exists contiguous toj 
root to be pivoted, the plate may be made to estcnd 
into it, and two or more teeth, as the case may be, 
mounted on the same base, provided the root, employed 
as a means of attachment, is strong, firmly socketed, and 
in a healthy condition. (Fig. 35.) 

It will be sufficient to indicate, briefly, the meai 
ployed to favor the escape of purulent secretions throng 
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the fang, either where the discharge exists at the time 
<if the operation, or is sub- F". ss, 

sequcntly induced by it. 
It is customary to afford a 
passage for it by cutting a 
groove along the wall of the 
root or on the side of the 
pivot, through which pus is 
conducted from the bottom 
of the canal through the opening between the root and 
crown. A plan recommended many yeai-s ago by Dr. 
W. H. Elliot, consists in passing a small gold tube through 
the centre of the pivot, and in having an opening con- 
tinaous with it through the crown of the artificial tooth. 
A modificafioQ of this practice was subsequently intro- 
duced by Dr. Coghlan of Ireland, who substitutes, for 
the soUd metal pivot, what he terras a cwpUtaty iuhe., con- 
sisting of a gold wire with its centre traversed by a very 
minute tube or canal, through which contained pus is 
pcmiitted to escape from the apex of the root. In any 
case, where either of the above expedients are resorted 
to, the natural canal of the fang beyond the end of the 
pivot should, of course, be left open. 

If, after the operation of engrafting an artificial crown, 
inflammation of the peridental membrane and surround- 
ing structures ensues, active measures should be imme- 
diately instituted for its reduction before suppuration 
occurs. The complication referred to, results mainly, in 
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a large majority of cases, oitlier from shutting up an 
habitual discharge from secreting surfat-es at the apex of 
the fang within the canal; or from a forcible injection of , 
the air confciined in the latter into the sensitive tissues 
beyond the apex in the act of pressing up a tightly fit- 
ting pivot into the root. These two circumsta.nceB, in 
conjunction, sometimes, with rough and unskillftU mani- 
pulation, afford a rational explanation of the needless 
failures so common to this method, and enforce the ne- 
cessity of first radically treating any existing disease in 
the appendages oC the root, and of afterwards filling to 
the apex before introducing a pivot. Where inflamma- 
tion results from the injudicious application of the pivot I 
as just stated, it will ordinarily be sufficient to remove , 
the latter if timely application is made by the patient 
for relief, and it is important in all cases to instruct the 
latter in reference to the necessity of early attention t* 
any disturbance that may accrue from the operation. In 
addition to tlie withdrawal of the pivot, it will be pru- 
dent at the same time to direct the application of one or 
more leeches to the gum directly over the affected root. 
If the canal of the fang has been closed by filling in with 
gold, or the former is occupied by an imperforate tube, 
tliC leeching should be promptly and vigorously prose- 
cuted, until resolution, if practicable, is effected. The 
topical remedies wiil sometimes be rendered more effec- 
tive, especially when the local trouble is associated with 
an inflammatory diathesis or febrile condition of the 
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system, by such constitutional treatment as will tend to 
equalize or diminish the force of the circulation, as 
general blood-letting, emetics, saline aperients, nauseants, 
arterial sedatives, &c. Counter-irritation induced by 
stimulating applications to the gums, though sometimes 
employed, is of doubtful utility, and may in certain 
cases intensify rather than alleviate the morbid condi- 
tions present. 
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t^m^timy wgrnan of s^pavtap parttal deotnres, and ^ 
Bay be oi^lored, oader ssdi eireuBslaiieee, with ooat- 
pantnre safety to the naimal or^uts. When it is re- 
membeiBd, howera*, that Id a hataitably large propor^ 
ticm of cases, clasps are cardessly or onakillfiilly fonned 
and Gtied to the teeth ; that the wgans of support are 
ofteD indiscrimiiiately selected, and are neither adapted 
in form, sitnation, or structure for such uses ; and thai 
they are frequently diseased and insecorely attached to 
the jaw, or are mutilated for the reception i^ clasps ; we 
can readily understand to what unlimited extent this 
method is subject to abuses. In fact, no other special 
process in mechanical practice has been so fruitfhl of 
mal-practice as that under consideration, and the oppro- 
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brium which but too justly attaches to it in professional 
jis well as popular estimation, is chargeable more pro- 
perly to bad faith and unskillfulness on the part of the 
operator, and to want of attention in respect to the clean- 
lioess of the substitute and the organs of the mouth on 
tlie part of the patient, than to any inherent unsuitable- 
ness of the method itself Nevertheless, it must be ad- 
mitted, that, under the most favorable circumstances, 
the teeth clasped are not wholly exempt from liability to 
injury, and this circumstance in itself renders it the more 
imperative that the process should be surrounded by all 
the safeguards that skill and ingenuity can devise. 

The opinion, at one time current, that the injury in- 
flicted upon the teeth by clasps was mainly the result 
of mechanical action, has given place to the more defen- 
sible view that the causes concerned in its production 
are chiefly of chemical origin. Thus, the secretions of 
the mouth with particles of alimentary and other sub- 
stances being retained between the clasp and tooth for 
a safficient period of time, and exposed to the favoring 
conditions of warmth and immobility, sufter a process of 
putrefactive decomposition by which acids are eliminated, 
and which, in 'their nascent state, act with perceptible 
energy upon the bone constituents of the tooth, produc- 
ing decay. The rapidity and extent of this action will 
depend much upon the nature and quantity of the acids 
liberated ; the structural characteristics and vital resistr 
ance of the teeth ; the mechanical execution, adaptation, 
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and compositjon of the plate ; and the personal babitg of 

the patient with respect to cleanliness. 

The most; usnal seat of decay in these cases is at the 
neck of the tooth where the enamel is thinest, and is 
sometimes Umited to a circumscribed spot, but oflener 
extends on a line with the gum involving nearly or quite 
all of that part of the neck of the tooth embraced by the 
clasp. At first the enamel becomes bleached and soft- 
ened as though macerated, and is ordinarily very sen- 
sitive to both chemical and mechanical irritants. With 
a continuance of the cause, the superficial portions of the 
affected parts become more and more thoroughly dis- 
integrated, and sooner or later assume the open form 
and characteristics of ordinary decay. If, as was for- 
merly supposed, decay or solution of tooth-bone in these 
cases resulted from mechanical attrition, or wearing 
away of the enamel, the injury would be inflicted at 
points distant from the neck of the tooth, where the clasp 
Ues in more direct and immediate contact with the pro- 
tuberant portions of the crown ; but we find that decay, 
from this cause, is not only of infroiiuent oc-currence at 
such points, but, on the contrary, the eniimel here is fre- 
quently found condensed and polished by the mechanical 
action of the clasp. Certain conditions of the plate and 
clasp undoubtedly favor chemical action and accelerate 
the destruction of the tooth; as where the clasp bears 
unequally with sharp and unfinished edges upon the 
tooth, or where the base is faulty in its adaptation to the 
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mouthy admitting, by its mobility, of irregular traction 
or pressure upon the organs of support. WheneA^er the 
artificial appliance is thus unskillfully constructed and 
applied, and free interspaces are furnished for the lodg- 
ment and retention of particles of food, and the teeth 
clasped are defective in structure, and we have conjoined 
with these an utter disregard of cleanliness in respect to 
tiie substitute and remaining natural teeth, the destruc- 
tion of the latter is certain, rapid, and generally irre- 
trievable. 

The teeth to which it is most proper to attach clasps. — 
The utility, comfort, and appearance of a partial set of 
artificial teeth in the mouth, will depend much upon the 
fitness of the natural organs selected for the purpose of 
support "A clasp," says Professor Harris, "should 
never be applied to a loose tooth, or to one situated in 
a diseased socket, or which is so much affected by caries 
as to render its perfect restoration and permanent pre- 
servation impracticable, and when none but such can be 
had, the proper course to pursue is to extract every 
tooth in the jaw, and replace the loss of the whole with 
an entire upper set. The application of clasps to dis- 
eased or loose teeth, always aggravates the morbid con- 
ditions of the parts, and causes the substitute which they 
sustain, to become a source of annoyance to the patient. 
Besides, such teeth can be retained in the mouth only 
for a short time, and when they give way, the artificial 
appliance becomes useless, and even while it is worn, it 
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is not held firmly in place, but is moved up and down 
by the action of the lips and tongue, so that its pre- 
sence can hardly escape observation from the most care- 



Teeth, also, that are too short to admit of sufficient 
breadth to the clasp to impart stability to the substitute, 
and those that stand ^ery irregularly in the arch, ren- 
dering it difficult for the patient to apply and remove 
the appliance, are unsuitable as organs of support. 

In respect to the individual classes of teeth, it may be 
observed that the incisors, both as regards form aad 
situation, are inadmissible for clasping, and are, there- 
fore, never used for this purpose. The cuspidati, like- 
wise, being placed conspicuously in the front part of the 
mouth, cannot be securely embraced without manifest 
exposure of the clasp ; besides, the conical form of these 
teeth makes the use of a very slender clasp indispen- 
sable ; hence, these teeth are rarely employed, and may 
only be used when, in the judgment of the operator, the 
necessities of the patient for the time being seem to 
require it. 

Either the anteirior or posterior molars, when sound 
and firm, offer, in respect to their general conformation 
and position in the arch, the most desirable and efficient 
support for parts of sets of teeth. The crowns of these 
teeth generally afibrd ample breadth to the clasp; have 
nearly parallel walU; and furnish, by the strength and 

• Prineiples and Practice of Denial Surgery, p. 717. 
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immobility of their attachments to the jaw, the greatest 
security to the artificial appliance. The anterior molars 
are preferable where these are remaining in good condi- 
tion, or are susceptible of being properly restored and 
preserved if diseased or carious. 

Of the bicuspids, the posterior are to be selected, if 
practicable, as these better favor the concealment of the 
clasps; to effect which more perfectly, in the use of 
either the first or second bicuspids, it will be sufficient 
m many cases to embrace only the posterior half of the 
crown. 

The dentes sapientiEc, or msdom teeth, will seldom 
admit of the application of clasps, as the crowns of these 
teeth are usually very short and cone-shaped, the walls 
converging abruptly from the gum; besides, the retrac- 
tive forces applied to the anterior teeth of the substitute, 
would, on account of the increased leverage consequent 
upon the extension of the plate back to these teeth, tend 
either to disengage the clasps or produce displacement 
of the teeth to which they are applied. 

In supplying the loss of one or more of the inferior 
incisors, the appliance should, as a general thing, he 
attached either to the anterior or posterior bicuspids, as 
these t^eth stand more nearly vertical in the arch. In 
fixing partial lower dentures, it wiU be sufficient to 
simply provide against mobility of the base, as they are 
ikrored rather than opposed, as above, by gravitation. 
^^^ replacement of the inferior teeth posterior to one or 
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both bicuspids, however, are more frequently demanded ; 
in which case it is customary to attach the clasps to the 
teeth immediately in front of and adjoining the vacuities 
on each side. It will not, however, be necessary to 
attach clasps in these cases whenever the edentated por- 
tions of the jaw present a distinctly scooped form, or 
marked concavity of outline, forming a kind of bed for 
the plate. If, on the other hand, the ridge falls back 
with a tolerably uniform inclination from the teeth in 
front, with no sufficient elevation at the base of the coro- 
noid process, it may become necessary to pro\ide against 
backward displacement of the substitute by attaching 
clasps, as before stated, to the teeth immediately in front. 
In any case, if the dentes sapientia; remain, partial or 
stay clasps may be attached to each heel of the plate, 
and so adjusted as to rest against the anterior face of 
these teeth, obviating entirely the necessity of clasps in 
front. 

Separation of the teeth, by filing, for the reception of 
clasps. — The practice of separating the teeth with the 
file to provide for the application of clasps should always 
be avoided if practicable, since the liability of the teeth 
thus denuded of enamel to decay is greatly increased 
under circumstances so favorable to their disintegration. 
In the case of young subjects, especially, where the 
teeth are but imperfectly consolidated, and in adults 
whose teeth are defectively organized, presenting but a 
feeble resistance to the disorganizing agents usually pre- 
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sent in the mouth, the use of the file, for the purpose 
indicated, is eminently pernicious, and should never be 
resorted to until every other means of supporting the 
artificial appliance have been fairly and patiently tried. 

Whenever a plain necessity for this operation exists, 
a careful examination of all the teeth, to which it is 
proper to apply clasps, should be made, and if decay is 
found upon their proximate surfaces, the separation 
should be made between the teeth so affected ; and this 
circumstance should, in most cases, determine the selec- 
tion, though the affected tooth or the one adjwning may 
not be esteemed, in other respects, the best for the pur- 
poses of support. If decay exists on the proximate sur- 
face of only one of the teeth to be separated, a safe-sided 
file should be employed, and the filing confined entirely 
to the carious tooth, leaving the enamel of the one ad- 
joining unbroken. The cavity of decay should be well 
filled, and the filed surface thoroughly condensed and 
polished with a burnisher. 

Modifications in thefomi of clasps. — 1. Plain band. — 
The most usual form of clasp is that shown in Fig. 36. 
It consists of a plain me- fio. 3c. 

taUic band of greater or 
less width and thickness, 
and is made to embrace the 
larger portion of the cir- 
cumference of the tooth. In respect to the general pro- 
perties of metallic clasps, it may be said that they should 
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be, as nearly as practicable, of the same quality or fine- 
ness as the plate or base to which they are united ; they 
should be heavy enough to impart adequate security to 
the attachment, say twice the thickness of the base, and 
exceeding this in some cases ; and sufficiently elastic to 
embrace accurately the more contracted parts of the 
teeth after having been temporarily forced apart in pass- 
ing over the enlarged poitions of the crowns. In con- 
structing a plain band or clasp, a strip of sheet lead or 
other pliable substance may first be fitted accurately to 
the plaster tooth, making it of the required width, and 
shaping the edge next the gum in conformity with the 
irregularities in the latter around the neck of the tooth ; 
the exact counterpart of the pattern thus obtained is 
then cot from the plate to be used in the formation of 
the clasp. The strip thus obtained is then bent with 
round-nosed orgreoved pliers, (Fig. 37.) until confonned 




as perfectly as possible to every portion of the surface 
of the tooth embraced by it. This coaptation should be 
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sufficiently accurate to exclude perfectly all solid sub- 
stances from between the clasp and the tooth. A more 
accurate adaptation of the clasp may be secured in the 
following manner. First secure a pattern, as before de- 
scribed, and by this cut from a thin strip of platinum, 
say No. 30 or 32 of the gauge-plate, a band of the re- 
quired size and form, and press or burnish it accurately 
to the form of the plaster tooth. The soft and pliant 
condition of this metal will admit of its being easily 
adapted to any irregularities upon the lateral walls of 
the tooth. The band thus molded to the tooth is then 
carefiiUy removed from the model, or the mouth, if fitted 
to the tooth in the latter, and its central portion filled 
with a mixture of plaster and sand with a small metallic 
wire or bar passing through the centre to support it 
while soldering. The outer or exposed surface is then 
smeared with a mixture of borax, and smaU scraps or 
fiagments of gold plate of equal fineness with the main 
plate, are placed at intervals and fused with the blow- 
pipe imtil diffused uniformly over the surface. Small 
pieces may be added from time to time, until the required 
thickness of the clasp is obtained. The piece should be 
heated uniformly throughout to induce an even flow of 
the gold over the exterior surface of the platinum ring. 
By this method a faultless adaptation of the clasp to the 
tooth may be secured, provided the form of the latter is 
correctly represented on the model. In all cases where 
the plain band is used, it should be made as broad as the 
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tooth will admit of, as a clasp bo formed gi^es greater 
stability to the plate, and does not endanger the tooth 
clasped in an}' greater degree than a narrow one. 

2. Standard clasp. — To guard more perfectly against 
the retention of vitiated secretions and particles of food 
around the neck of the tooth, a method of constructing 
clasps has been devised and introduced to the notice of 
the profession by Dr. C. W. Spalding ; which, by leaving 
the curvical portion of the tooth in a great degree uncov- 
ered, peimits the action of the tongue and the natural 
circulation of the fluids of the mouth to wash or cleanse 
that portion of the tooth most liable to be injuriously 
affected. In commenting ou this method, Dr. S. 
remarkB : "The writer has for many years been in the 
habit of employing narrow clasps for the purposes of 
support, making them of sufficient thickness to give the 
required strength, and attaching them to the plate by 
means of standards, so arranged as to induce the removal 
of accumulations between the clasp and tooth, by the 
circulation of the saliva. (Fig. 38.) The use of one or 
Kiu. 38. mavQ standards as a means 

of attachment, also pro- 
vides, by a variation of 
their length, for the grasp- 
ing of the tooth at any 
desired point. If the tooth 
is long, and particularly if it is at the same time bell- 
crowned, the point selected should be toward the grind- 




ing surface, as far from the gum as is found practicable. 
If the tooth is short and of such form that it cjin be 
successfully clasped at no other point than that near the 
gum, the plate should be cut away at least one or one 
and a half lines from the tooth, and standards introduced 
for the purpose of promoting circulation, by affording a 
free passage for the ingress and egress of fluids. These 
standards should also he narrow, no wider than the clasp 
itself, and should constitute the only point of union 
between clasp and plate. Half-round wire will be found 
to be a very convenient article for making clasps. The 
particular /orm of the clasp is, however, immaterial, if it 
is both narrow and strong."* 

3. Scalloped Clasp. — Somewhat analogous in form to the 
clasp just described, and constructed with a similar de- 
sign, is the one recommended by Dr. B. T. Whitney. A 
plain band of gold is fitted to the tooth in the manner 
first described, when that portion of it next the gum on 
the lingual side of the tooth is scalloped or cut away in 
the form of a serai-circle or arch, the ends of the clasp 
being in like manner narrowed sufficiently to relieve 
them from contact with the neck of the tooth. The in- 
termediate points of the clasp which serve to unite the 
latter to the base may be two or more in number, 
and should be wide enough to impart adequate strength 
to the attachment. A clasp so formed and applied to the 
base will present very nearly the appearance of the 

K American Dental Revieir, tuI. i., r 
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standard clasp as represented in Fig. 37. Dr. W. re- 
commends soldering but a single point at first, and then, 
having tried the plate in the mouth and adjusted tbe 
clasp properly to the tooth, remove and solder the re- 
maining point or points. 

4. Partial or SUtff Clasp. — This form of clasp, instead 
•of embracing the tooth, is designed to steady or fix the 
substitute in place by simply resting against one side of 
the tooth to which it is applied. (Fig 39.) They should 
t'lo. 31 be BO connected to the plate 

that when pressed over the en- 
larged portions of the crowns 
of the teeth, they will spring 
readily into place and adapt 
themselves closely to the more contracted parts near the 
gum. In eases where there is no adequate opposing 
force to that exerted by the clasp, care should be token 
that no more pressure is produced than is necessary to 
keep the substitute in place, as, without this precaution 
outward displacement of the teeth is liable to occur, and 
the appliance, losing its hearing upon the teeth, soon 
becomes loosened and insecure in the mouth. The re- 
sult alluded to should be particularly guanleil against 
in tbe ease of young subjects whose teeth are easily * 
moved by the application of very slight forces. 

Modifications in the form of plates for partial dentures 
supported in the mouth hy clasps. — The particular form 
and dimensions of ;i plate, when clasps are used, will be 
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mainly determined by the number and position of the 
tt-eth to be replaced, and by the location of the natural 
oipins to which the clasps are attached. It will be 
sufficient in this place to indicate the leading forms as 
they relate to the substitution of the several classes of 
teeth. In supplying the loss of a superior central or 
lateral incisor, it will be sufficient in niauy cases to 
flttaoh the plate to either a fig. in. 

bicuspid or molar on the 
same side, as in Fig. 40. 
If two or more of the front 
teeth, however, are to be , 
replaced, it is l)etter to ex- 
tend the plate on each side 
of the palatal arch, and 
attach to a bicuspid or molar ; (Fig. 41,) or to a bicuspid 
on one side, and a molar on the other; unless two firm 
and well formed teeth on the same or the opposite side 

Pio. 41. FiiJ. 42. 





can be commanded, (Fig. 42,) while those upon the other 
Could not be employed without a separation. In all 
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cases where it ie necessary to extend a narrow plate 
from the extreme front part of the mouth to a single 
tooth situated posteriorly in the nrch, the former ehonld 
be strengthened by soldering a narrow rim of plate or 
half-round wire along the border next the teeth, and the 
clasp should, whenever practicable, pass in front of, and 
embrace, the anterior face of the tooth to which it is 
applied. 

If an anterior bicuspid is to be replaced, the plate may 
be attached to the adjoining bicuspid; (Fig. 43, right 
side,) or if both are absent, then to the first molar ; 
(Fig. 43, left side.) or the clasp may embrace both of 




the latter if remaining- mill no >('p;ir:iliiin l>etwecn them 
exists. Fig. 44 represents the form of aplate supplying 
the loss of teeth at intervals ; the clasp on one side em- 
bracing the posterior bicuspid in front and extending 
round the back part of the adjoining molar. 

Fig. 45 represents the form of plat« supplying the 
loss of the two bicuspids on one side, and the anterior 
bicuspid and molar on the opposite, the plate being 



attached to an anterior mokr and second bicuspid. The 
antero-postorior extension of the plate, as exbibited in 
connection with the bicuspid tooth, greatly favors the 
stability of the substitute, and, provided the plate and 
clasp are accurately fitted to the parts, the support 
afforded by a bicuspid tooth under such circumstances 
is equivalent to that furnished by a flrni and well formed 
molar clasped as shown on the opi)osite side. A base 
so supported may be made to sustain any number of 
teeth with the greatest security. 

Either the anterior or posterior molars, if firm and 
securely attjtched to the jaw, wdl afford adequate sup- 
port to a plate replacing all of the teeth anterior to them. 
(Fig. 46.) Even a single molar situated on either side 




of the arch, if similarly circumstanced, may be made to 
sustain, with tolerable firmness, a base supplying the 
loss of all the remaining teeth, — though, ordinarily, it is 
better to extract such a tooth and substitute an entire 
upper denture. In all cases, where any considerable 
number of teeth anterior to those clasped are to be re- 
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placed, and a vaouitv on the ridge exists posterior to the 
latter, the plate should be extended baek and overlap the 
ridge, (Fig. 47.) the latter aflbrding a counter-point of 




resistance when traction is iiiinic u]..in thi' and'rior teeth, 
thus directing the forces applied more on a line wth the 
long axes of the teeth that sustain the appliance. 

In supplying the loss of the inferior molars and bi- 
cuspids, or any number of these teeth, the form of plate 
represented in Fig. 48 is generally employed. The 
parts of the plate overlapping and resting upon the ridge 
behind, are connected with each other by a narrow strip 
of plate extending round the ridge in front on the lingual 
side of the anterior teeth. This latter portion of the 
plate should he accurately swaged to the form of the gum 
on which it rests, and should be made narrow enough to 
avoid encroaching upon the reflected portion of mucous 
membrane, the glands beneath the tongue, or the fnenatn 
linguae. To avoid wounding these parts, and to allow 
them unobstructed play, it will be necessary to make 
this portion of the plate quite narrow ; and a-s a sin^ 
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thickness of plate would not impart adequate strength, 
it is customary to double this connecting band — the du- 
plicate band extending back to the lateral wings of the 
plate, and crossing them obliquely, as indicated by the 
dotted lines in Fig. 48. Additional strength will be 
given by doubling the entire plate, but this is not gene- 
r-O-Uy required. The outer borders of those portions of 
tlie plate overlapping the ridge may be turned up to the 
^^pth of from half a line to a line to form a groove or 
53cDcket for the reception of the ends of gum teeth, or 
blocks, if such are used ; while the inner margins should 
"terminate in a rounded edge, extending from heel to 
^el of the plate, this fornf being given to it either by 
"laming the edge over and filling in the groove with 
older, or by soldering a narrow strip of plate or half- 
^Dund wire along the border. The circumstances or con- 
itions which make the use of clasps necessary in these 
, as well as those, also, which contra-indicate their 
mployment, have already been noticed. * The practice 
f extending a narrow band or wire from the sides of 
e plate round the outer border of the ridge in front 
the anterior teeth, to prevent a backward displace- 
*^ient of the base, is liable to produce irritation and ten- 
emess of the mucous membrane immediately over the 
cots of the anterior teeth, and should, therefore, never 
e resorted to, unless there are no teeth remaining to 
"^rhich clasps may be applied. 

If the appliance is designed to restore the loss of teeth 
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recently extracted, and where but Uttle or no cbaiige has 
occurred from absorption of the parts, the [lortioiis of 
the plate which pass in between the adjoining teeth 
should termiuiite ii line or more within the outer circle 
of thu remaining teeth ; and where the space, if it hap- 
pens in the front part of the mouth, admits of two or 
more teeth, the edges of the extended portion of plate 
should be scalloped iu correspon- 
dence with the iestoons of the 
gum. as seen in Fig. 49. In such 
k cases, plain or plate teeth, by 
I which is meant those whieh repre- 
I sent only the crowns of the natu- 
ral organs, should be employed ; 
these, resting on the edge of the plate, will overlap some- 
what, with thcu' anterior edges resting directly upon the 
gum in front, taking tlie place occupied by the crowns 
of the extracted teeth. On the other hand, if sufficient 
time has elapsed after the extraction of the teeth to per- 
mit the changes in the form of the ridge to occur inci- 
dent to partial or complete absorption of the parts, and 
tt gi'eater or less concavity exists between and above the 
teeth on the outside of the jaw, the plate, where it passes 
into the interspace, should extend some distance over 
the border of the ridge. 

Swaging or daviping the plate. — Having determined 
upon the proper form and dimensions of the plate for 
any given case, its outlines may first be traced upon the 
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model ; from this an exact pattern in lead may be ob- 
tained, or the pattern may be sufficiently ample to par- 
tially overlap the cut extremities of the teeth when the 
latter are not represented upon the die, having been pre- 
viously cut from the model. The outlines of the pattern 
are then traced upon the plate of gold or other metal to 
be used for the base. The redundant portions of plate 
are then cut away with plate shears and forceps, and the 
edges trimmed smooth with a file. A very convenient 
and almost indispensable instrument for cutting away the 
plate where it describes the palatal curvatures of the 
teeth, is a plate forcep as exhibited in Fig. f50. 

Fio. 50. 




The plate cut to the proper form is now placed u[)oii 
the die and brought as nearly as possible into adaptation 
^ith a wooden or horn mallet; it is then placed between 
the die and counter, the latter resting on an anvil or 
other Equally resisting surface, w^hen the two metallic: 
pieces are brought forcibly together with a few steady 
a.nd well directed blows of a heavy hammer. Tilting of 
the die, resulting sometimes unavoidably from a one-sided 
blow, may be obviated by placing a cone-shaped piece oi* 
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east-iron, brass, or zinc over the die, the base of the 
cone resting on the back of the die ; by this esjiedient 
the force of the blow is equalized and concentrated more 
directly over the die. The metallic swages should, at 
first, be brought cautiously together, and should be sepa- 
mted after the first blow or two to enable the manipular 
tor to detect and remedy any malposition of the plate 
before it becomes intractable from continued swaging. 
If, in the process of stamping, any portion of the plate 
is found cracking or parting, its further extension at that 
point may be prevented by flowing a little solder at the 
termination of the fissure. During the progress of 
swaging, the plate should be frequently annealed, wliich 
is done by bringing it to a full red heat under the blow- 
pipe, or by placing it in the furnace ; the plate is thus 
rendered more pliant and can be more readily and per- 
fectly forced into adaptation to the irregularities on the 
face of the die. 

If, after somewhat protracted swaging, the plate is not 
conformed perfectly to the face of tlie die, another and 
unused counter shoidd be substituted for that in use ; 
and, indeed, it is better in all cases to have duplicate 
copies both of the die and counter in reserve with which 
to complete the swaging, inasmuch as more or less de- 
formity of both swages unavoidably occurs before the 
plate is brought into very accurate coaptation with the 
die. The stamping conducted thus far, the 
be applied to the plaster model, and if found too f 
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any points, it should be trimmed with a file to the exact 
dimensions required. The margins of the plate adjoining 
the necks of the teeth should be permitted either to lie 
closely to them, or should be cut away, leaving a space 
equal to a line or more between the plate and the teeth ; 
for if but a very narrow line of uncovered gum remains 
at these points, injury to the parts immediately surround- 
ing the necks of the teeth is more liable to occur from 
strangulation of the interposed gum than if the plate 
were further removed from the teeth or rested directly 
against them. 

If the portion of plate which passes in between the 
remaining teeth is quite narrow, as where but a single 
tooth is to be supplied, it should be strengthened by 
wiring the edges or doubling the plate at Such point. 
It is also advisable in many eases, in order to pro- 
vide more perfectly against fracture or distortion of 
the base in mastication, to wire or double the entire 
border of the plat^ adjoining the necks of the teeth. 
Narrow bands of gold resting against the necks of the 
teeth, constructed and adjusted aft<}r the manner of stay 
clasps, are sometimes soldered to the edge of the plate 
next the teeth ; but unless the substitute is frequently 
removed from the mouth and cleansed, as well, also, as 
the teeth to which they are applied, serious injury is 
likely to be inflicted upon the teeth implicated. 

The edges of those parts of the plate occupying the 
vacuities on the ridge should be filed thin to admit of a 



220 



MECIIANICAI. DENTIETRV. 



more accurate niia|)tatioii of the artificial with the natural 
gum, and should not, as before observed, ordinarily ex- 
tend beyond the outer circle of the contigaotis teeth, 
allowing the gum extremity of the artificial tooth to 
overlap and rest directly on the natural gum above. If. 
however, the concavity between and above the teeth on 
the external border of the ridge is considerable, the in- 
terdentinal portions of plate should overlap the border 
completely and underlie the porcelain gum. 

Uniting the plate and clasps. — Having proceeded thus 
far in the operation, the pkte ami clasps should next be i 
united to each other, and the utility and comfort of the 
appliance in the mouth, as well as the safety of the 
natui'al organic used for the purposes of support, will de- 
pend, in a great measure, upon the aceurateness of the 
relation of the several jiarts of the appliance to the 
organs of the mouth ; it being a matter of primary im- 
portance that the various parts of the substitute should 
be BO adjusted to the remaining teeth, — especially those 
to which the clasps are applied, — and the ridge and palate, 
that it shall not, in any material degree, act as a retrac- 
tor upon the organs of support, or furnish interspaces, 
for the lodgment of food, while at the same time it 
should be so fitted :ts to he easily removed and applied 
by the patient. 

The clasps having been fitted to the plaster teeth 
and the base swaged to the form of the palatal arch 
and ridge, the plate is placed in its proper position in 



m 



fa. 



cl 
o 






six 



CLASPS. 221 

mouth and an impression in Avax taken of the latter 

^v-itli the plate in place. The impression with the plate 

ft<ilxering, is then removed from the mouth, its surface 

oilcicJ and a model obUiined in the manner heretofore 

d^sc*ribed. If, in separating the model and impression, 

th^ plate adheres to the latter, it should be detached 

^*^^ adjusted to the model and the clasps arranged upon 

'*^^* plaster teeth. The plate and clasps may now be 

to the model with annealed wire, and united to 
other with solder ; but the better way is to attjich 
^^tm to each other temporarily, with adhesive wax, 
he relation they occupy on the model, and then 
ove them carefully and imbed the clasps and palatal 
of the plate in a mixture of nearly equal parts of 
ter, sand and asbestos. Before uniting the two 
68 on the model with wax, however, the ends of the 
J)s should be straightened out or spread apart, in 
that they may part readily from the plaster teeth 
out, in any degree, changing their exact relation to 
plate ; in doing which, it should be observed that 
3)arts of the clasps which are to be united to the 
e should remain in close contact with the plaster 
h. After the plaster mixture, in which the plate 
clasps are imbedded, has become sufficiently hard, 
portions of wax which temporarily united the latter 
'^d be removed, and the surfaces of the clasps and 
6, where they unite with each other, smeared with 
ground in water to the consistence of cream; 
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small pieces of solder ave then placed along the lines of 
contact, the investient heated in the furnace until the 
plate acquires a full red heat, when it is removed, placed 
upon a suitable holder, and the solder fused with the 
blowpipe. 

Whenever the form and inclination of the teeth to be 
clasped are not fairly represented on the model, owing 
to dragging or displacement of the wax in withdramng 
the impression, the difficulties of securing a proper 
relative adjustment of the several parte of the appliance 
will be increased ; but either of the following methods, 
if carefully and accuratel}' manipulated, will secure 
accurate results. 

1. Gutta percha may be substituted for wax wh«n 
taking an impression with the plate in the mouth. With 
the proper use of this niaterinl, the exact form and 
inclination of the teeth will be preserved ; and when 
employed, it should be filled iu with phister for the 
model immediately after removing it from the mouth. 
The subsequent steps in the operation are precisely 
similar to those described when Wax is used. 

2. Another method is to adjust the clasps and plate 
to the parts in the mouth, attach them temporarily in 
their proper relation, and remove, invest, and solder in , 
the usual way. This may be accomphshed in the , 
following manner. First spread apart the ends of the 
clasp somewhat to permit it to be easily removed from 
the tooth; place this upon the tooth in the mouth to be 
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clasped ; then adjust the plate in the mouth, and attach 
the two to each other by pressing a piece of stiff, adhe- 
sive wax in against the clasp and plate where they 
iinite ; harden the wax by placing against it, for a few 
minutes, the end of a napkin moist with cold water; 
tiien remove the plate and clasp carefully from the 
znoath, and invest and solder as before. The plate, with 
one clasp permanently attached, is now placed back in 
'^he mouth, and the second clasp adjusted to the tooth 
•on the opposite side in the manner before alluded to ; 
^fthis is then temporarily fastened to the plate and other- 
"^¥ise treated in like manner as the one first described, 
the teeth to be clasped are favorably formed 
nd regularly arranged in the .arch, both clasps may, at 
^he same time, be temporarily attached to the plate in 
^e first instance; if not, it will be impracticable to 
^•o remove them from the teeth without disturbing the 
^ax and changing their relation to the base and the teeth 
clasped. The additional labor and consumption of time 
incident to a separate attachment of the clasps, will, in 
'proportion as they secure better results, amply reward 
iiie operator for his pains-taking. 

Plaster is sometimes substituted for wax in this pro- 
cess ; in which case, it is introduced into the mouth on a 
small piece of wax or sheet lead and pressed gently 
against the uniting portions of the plate and clasp, and 
allowed to remain until sufficiently hard. Any superflu- 
ous portioner around the tooth that may hinder the easy 
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removnl of the clasp should now be cut away, when the 
pieces so atUiuhed to each otliei' are removed from the 
mouth. A separation of the plaster from the clasp or 
plate, or both, may occur when removing the latter ; in 
this case, the several parts may be readily and accu- 
rately adjusted to each other again in their exact rela- 
tion wheu out of the mouth ; as the latter will be plainly 
indicated by the impression made by the plate and 
clasp in the plaster. Being re-adjustcd, they may bo 
further secured by sticking them together with a little 
softened wax, when they are invested, the temporary 
fastenings of plaster removed, and the pieces united by 
soldering. The use of plaster in these cases is due to 
Dr. Lester Noble, and unquestionably possesses many 
advantages over wax for the purpose, as the latter ia 
liable even with the most skillful manipulation, to become 
displaced in removing it from the mouth ; and this chailge, 
when it occurs, not being indicated by inspection of the 
wax, is incapable of timely con-ection. 

3. StiU another method, is that contrived by Dr. Fogle, 
and described by Dr. Cushman in the tenth volume of 
the American Journal of Dental Science. It consists in 
securing the proper relation of the clasps to the teeth in 
the mouth by the use, in the first instance, of what are 
termed " temporary fastenings." The plate and clasps 
are first applied to the model, and are then connected by 
a narrow strip of plate or piece of wire bent in the form 
of a bow, the concavity facing the model, one end of 
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which is soldered to the palatal side of the clasp, and the 
other to a contigaous point upon the plate. The pieces 
thus temporarily united are removed from the model and 
adjusted to the parts in the mouth. If the position of 
the clasps is found in any respect faulty, they can be 
casfly and accurately adapted to the walls of the teeth 
ly bending or twisting the connecting strip in any desired 
direction with pliers or other instruments suitable for the 
purpose. This accomplished, the plate and clasps are 
removed, and the operation of permanently uniting the 
clasps to the plate performed in the usual manner. 
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CHAPTER VIT. 

PARTIAL DENTURES SUPPORTED IK TUK MOUTH BY MEANS 
OF CYLINDERS OF WOOD ATTACBED TO TUBED PLATES. 

The following description of a method of supporting 
partial sets of teeth in the mouth by means of wood 
cylinders attached to the plate is copied from an article 
contributed by Dr. W. M. Hunter to the fourth volume 
of the American Journal of Dental Science. The same 
principle had long been made available in Europe in 
attaching artificial substitutes constructed of the hippo- 
potamus ivory, but the credit of its application to metallic 
plates is alike due to Drs. Hunter and Charles Stokes of 
London. 

'■ After swa^ng, the plate, as usual, is tried in the 
mouth, and an accurate impression of the teeth to be 
used, is taken over the plate, as recommended by Dr. 
Arthur, in the American Journal, which will show the 
exact position of the tooth in its relation to the plate ; 
after which the edge of the plate surrounding the teeth 
to be made use of, should be doubled or wired, when 
the tubes may be soldered at their proper points, taking 
care never to apply pressure to one side of a tooth 
without some means of counteracting the elTect; the 
means being either a sufficient number of natural teeth 
contiguous to the tooth to be used, a counter tube, an 
arm of metal, or an artificial tooth, depending entirely 
upon the nature of the case. 
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"At times, it is well to tube but one side of the 
plate and clasp the other ; in cases where the crown of 
the tooth is much larger than the neck, a beautiful ap- 
plTcation may be. thus made. 

" The tubes should be from one-eighth of an inch to 
one line in diameter, and should be filled with whiting 
before applying heat*, to prevent them from filling with 
solder at the time of soldering to the plate. They should 
be placed upon the plate so carefully, that the mouth of 
the tube will come in contact with the natural tooth, as 
it is desirable to have the wood protrude but very slightly 
beyond the orifice. 

" When it can be properly done, the tubes are soldered 
at the same time the teeth are, as it saves much trouble 
in fitting ; it cannot, however, be very well done where 
it is designed to fit a tooth over a tube, but can very 
readily be done where the tube is designed to fill the 
angle caused by the meeting of the stay and plate, in 
the incisors and canine teeth, and where a canine is used 
for a bicuspid, building over the tube with metal to form 
the inner cusp." 

The accompanying cuts show clearly the form and 
application of the tubes referred to. In Fig. 51, show- 
ing on one side but a single tube, the counter-force is 
obtained by the artificial tooth which rests against the 
anterior face of the one to which the wood cylinder is 
applied. Fig. 52 exhibits tubes arranged on one side, 
and a clasp on the other ; and shows the substitution of 
a canine for a bicuspid, with an inner cusp built up over 
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the tube, practically converting a, cuspid into a bicuspid 
tooth. 

In commenting on the application of this principle to 
partial sets of teeth, Dr. H. remarks : " The advantages 
in many cases must be apparent to the thinking dentist, 
but, perhaps, it might not be amiss to enumerate a few. 

'■ The fixture is held in place with greater firmness 
than by means of clasps. 

" In some instances where I have used clasps, I have 
also used the tube in combination, to give stability for 
masticating purposes. 

" The injury to the natural teeth must be much less, 
owing to the smaller amount of surface in contact. 

" If decay should take place, it would require but an 
ordinary filling to restore the tooth. 

■' It prevents that peculiarly dis^reeable sensation 
experienced, particularly in fruit season, upon removing 
and replacing artificial teeth. 

" After having tested it for more than a year, I am. 
satisfied that it greatly lessens the chances of decay in 
those cases where it can be applied, and I have removed 
the clasps in some old cases with gi-eat satisfaction tt» 
my patients." 



CHAPTER VIII. 

X>ARTIAL DENTURES SUPPORTED IN THE MOUTH BY PIVOT- 
ING THE PLATE TO THE ROOTS OF THE NATURAL TEETH. 



Fig. 53. 



A limited number of teeth may be mounted on a plate 
I)ivoted to the roots of two or more of the front teeth ; 
and provided the latter are firm, well formed, and in a 
lealthy condition at the time of the operation, an appli- 
ance so adjusted may be worn by the patient with compa- 
rative comfort and efficiency for from five to eight years. 

Ordinarily, the roots of the cuspidati afford the most 
secure means of attachment, and will furnish adequate 
support to a substitute supplying the loss of a part or all 
• of the teeth anterior to the bicus- 
pids, (Fig. 53,) and, in some cases? 
one or two of the latter on each 
side. The roots of the incisors, 
also, may be used, or one of the 
latter and a cuspidatus. In some cases the plate may 
te secured in the mouth by pivoting to a root on one 
side, or in front, and clasping to a 
tooth on the opposite side, (Fig. 
64,) provided the crown of the 
latter and the pivot root stand 
nearly or quite parallel with each 
other, as any considerable deviation from this relation 




Fig. 54. 
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will render it difficult or impossible to apply and remove 
the siibstitate. 

The roots of the teeth to be used as a means of sup- 
port should be prepared in the manner described under 
the head of " Pivot teeth." In all cases, the enlarged 
canal of the root should be provided with a gold tube, 
as this method is the only one which will protect the 
root from the mechanical action of the pivot, or permit 
a ready and frequent removal of the appliance for the 
purpose of cleansing it and the parts associated with it 
in the mouth. 

The roots being prepared in the manner indicated, an 
impression of the mouth is taken, and with a die and 
counter obtained from a plaster model of the jjarts, a 
plate of the required foim is swaged covering the filed 
extremities of the roots to be pivoted, and extending 
anteriorly very nearly or quite to the free margins of 
the gum in front. The plate at those points correspond- 
ing with the openings into the roots, is then perforated 
and enlarged sufficiently to admit of the passage of the 
metaUic pivots ; the form and position of the orifices in 
the roots being transferred to the metallic die, the cor- 
responding depressions in the plate at these points when 
the latter is swaged, will serve as a sufficient guide in 
perforating the plate for the pivots. The plate is now 
applied to the mouth, and the metallic pi\ot, one-half 
longer than that ultimately requii-ed and formed to fit the 
tube accurately but not tightly, is passed through the 
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opening in the plate and pressed to the bottom of the 
tube, leaving the surplus portion of pivot projecting on 
the lingual side of the plate. The plate and pivot are 
now secured in this precise relation by imbedding the 
projecting portion of the latter and the parts of the plate 
immediately surrounding it, in a batter of plaster. When 
the plaster has hardened, the plate and pivot with the 
plaster attached, are removed in their nndisturbed rela- 
tion from the mouth. To preserve the several pieces in 
situ more perfectly, the projecting end of the pi\ot may 
be flexed, or a head formed on it with the file before 
applying the plaster ; the pivot thus secured ivill bring 
all parts together if traction is made on the plate in the 
act of withdrawing the pivot. 

The plate being removed from the mouth, its palatal 
portion is imbedded in the plaster mixture, and when 
the latter is hard, the plaster is removed from around 
the pivot on the opposite side of the plate, and the pivot 
permanently united by flowing solder at its point of con- 
tact with the plate. The redundant portion of the pivot 
ou the lingual side of the base is then cat and filed away 
even with the surface of the latter. If the manipulationB 
have been accurately conducted, the plate and pivot, on 
)>eing reappUed to the parts in the mouth, will be found 
to adapt themselves perfectly to the palatal arch and 
roots. 

It 13 better, unless the roots to be pivoted stand nearly 
quite parallel, to adjust and solder but a single pivot 




282 MBCHANICAL DENTISTRY. 

at a time, as but a very slight Yariation in the directioa 
of the roots would render the withdrawal of both pivots 
at the same time difficult or impracticable without more 
or less change of relation. The same may be remarked 
of those cases where a clasp is used in conjunction with 
the pivot. 

The most efficient method of rendering the appliance 
stationary when applied to the roots, and at the same 
time of enabling the patient to readily apply and remove 
it at will, is that recommended by Dr. Dwinelle, and 
described in a previous chapter. 

Gold used for pivots in these cases should be alloyed 
with platinum, as that ordinarily employed for plate is 
too inelastic for the purpose. 



CHAPTER IX. 

I*-ARTIAL DENTURES SUPPORTED IN THE MOUTH BY 

ATMOSPHERIC PRESSURE. 




method of attaching partial sets of teeth to the 
®^iI>erior jaw by means of atmospheric pressure, is much 
generally practiced now than formerly, and when- 
7 the condition of the soft parts of the mouth, the 
configuration of the palatal arch, and the anta- 
sm or occlusion of the artificial with the natural 
*^^^fc3i favor its adoption, there are good and sufficient 
ons why it should be preferred, in all practicable 
s, to either of the other methods heretofore de- 
iDed. 

'Modifications in the form of the base. — If vacuities exist 

arious points on the ridge, the plate on which the 

of replacement are mounted, should be ample in its 

^nsions, covering nearly or quite all of the hard 

te. The general form of the base where several 

scattered throughout the arch are required, is 

^^ni in Fig. 55*. In most cases, whether but one or a 

ter number of teeth are to be replaced, increased ad- 

nee and stability of the substitute will be better 

^^^ared by permitting the plate to cover the larger por- 

of the roof of the mouth ; though in cases that pre- 

the best form of the vault, a diminished surface may 





be jxm to the hue mtli equally sads&ctoty results. 
!■ ife safetitatiaa of a ob^ ineisor, for example, it 
«]■ fitqiatij be ■■HitiGiir to employ a very small 
|ilitr Mn f ling oaly a part <^ the anterior sloping wall 
■r tW pAtf. ^Fk. 56.) In the latter case, the [date 




ased Bay be reiy ihin. say No. 30 of the gauge ; it wiQ 
tfaas impede the movements of the tongue less, and may 
be swiped more accorately to the parts. If constructed 
with an air-chamber, the latter should be quite shallow. 
A fomevhat anomalous form of atmospheric pressure 
plate employed in the substitution of one or two bicuspid 
teeth on each side is described by Professor Taft,* the 
des^ of which is to secure, in such cases, increased 
stability of the substitute, while much of the palatal arch 
is left uncovered. It consists, as will be seen by refer- 
ence to Fig. 57, of two lateral cavitj-.plates accurately 
adjusted to the sloping walls of the jjalate on each side, 
immediately adjoining and partly occupying the spaces 

* Dental Bppsier "f the Wesf, vol, aiii. p. 112. 
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to be supplied. These lateral plates may be made 
as lai^e as a dime, or somewhat larger, and of an elip- 
tical shape if both bicus- F'o.s:. 

pids on the same side are to 
be replaced ; and are con- 
nected with each other by a 
narrow band of gold plate, 
two lines or more in width, 
having an anterior curvar 
ture, and resting on the front 
wall of the palate, two or three lines behind the anterior 
teeth. The entire appliance may be constructed from a 
single piece of gold plate swaged accurately to the parts ; 
or the lateral plates and connecting band may be separately 
swaged and secured in their proper relation to each other 
in the mouth with wax or plaster, when they are carefully 
removed, invested, and soldered together ; it should then 
be re-swaged to correct any change of relation that may 
have happened during the concluding manipulations. 
The liability of the plate to ride upon the cenb'al and 
raised portion of the palate, when pressure is made upon 
one side, throwing the plate off from the ridge on the 
other, as in the case of a base extending across the arch, 
is in a great degree obviated by the method just de- 
scribed. 

Manner of forming an air-chamber. — Atmospheric pres- 
sure plates for f>aTtial cases are usually constructed with 
a central air-chamber; in which case, the part of the 
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model representing the chamber may be formed in either 
of the ways mentioned in the chapter on " Plaster 
Models." The model prepared, the form of the plate to 
be used is fii-st indicated thereon, and from this a pattern 
in sheet-leiid is obtained, which is placed on the plate of 
gold or other metal, and its outlines traced with a pointed 
instrument ; the redundant portions are then cut away 
with plate shears and forceps. The plat« is now placed 
on the die, and brought as nearly as possible uito adap- 
tation to the latter with the mallet and pliers ; it is then 
nterposed between the die and counter and swaged until 
t conforms perfectly to the face of the former ; anneal- 
ing the plate frequently to render it more pliant and 
manageable under the hammer. Unless the plate used 
is purer and thinner than is generally employed, or than 
is consistent with the rec[uired strength, it wiB fail to be 
forced perfectly into the groove around the chamber by j 
the process of swaging alone ; a more definite border, < 
however, may be formed by forcing the plate in at this 
place with a small, smooth-faced stamp, shajjed to the 
angle of the groove, passing round the chamber and 
carefully forcing the plate in with the stamp and a small 
hammer or mallet, until a somewhat sharp and abrupt 
angle is obtained to the palatal edge of the chamber. 
After the chamber is as perfectly formed as possible in ■ 
this way, the plate should be well annealed and again 
swaged to correct any partial deformity occasioned by 
stamping the chamber, 
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A stiD more perfectly defined angle may be given to 
the borders of the chamber in the following manner. 
After swaging the plate sufficiently to indicate the 
exact position and form of the chamber, the portion 
forming the latter should be separated from the main 
plate by completely dividing it with a small, sharp, 
chisel-shaped instrument, cutting on a Une with the 
groove around the chamber until the latter is entirely 
separated. The cut portion of the main plate is then 
trimmed evenly with a file, being careful not to enlarge 
the opening more than is required to remove the 
irregularities of the edge formed in cutting. The 
plate, with its central portion removed, is then placed 
upon the die, when a separate piece of gold cut to the 
general form of a chamber, but somewhat larger than the 
opening in the main plate, is adjusted over the chamber 
and struck up with the plate until the overlapping 
portions of the central piece are forced down upon the 
plate around the margins of the chamber. It is not, 
however, always necessary to employ a separate piece 
of gold for the chamber, as the central portion cut from 
the plate in the first instance may be sufficiently en- 
larged for the purpose. This is accomplished by first 
flattening out the detached portion, annealing it, and 
then passing successive portions of its edges a sixteenth 
of an inch or more between the rollers, the latter being 
sufficiently approximated to produce a perceptible thin- 
ning of the margins. When the entire border of the 
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chamber piece has been thus attenuated and extended, 
it will be found so much enlarged that when adjusted to 
the die and swaged in connection with the main plate, 
its borders wiU overlap and rest upon the margins of the 
opening in the base, as in the other case. 

The portions of the plate and cut chamber lying in 
contact are now coated with borax and pieces of solder 
placed along the line of union on the lingual side of the 
plate, when the two pieces, being transferred to a bed of 
charcoal, are permanently united by flowing the solder 
with a blowpipe. Sufficient heat should be applied to 
induce an extension of the solder between the two por- 
tions of plate, filling up completely the gap between 
them to the edge of the orifice in the main plate, form- 
ing, at this point, a square and well defined angle to the 
margins of the chamber. 



CHAPTER X. 

METHOD OP OBTAINING AN ANTAGONIZING MODEL FOR 
PARTIAL DENTURES; SELECTING, ARRANGING, AND 
ANTAGONIZING THE TEETH; INVESTING, ADJUSTING 
STAYS, SOLDERING, ETC. 

Having constructed the plate or base to be used as a 
support for partial sets of teeth in either of the ways 
described in the preceding chapters, it wall be neces- 
sary, before arranging the teeth on the plate, to secure an 
accurate representation of aU the remaining natural teeth 
of both jaws in plaster, preserving accurately the rela- 
tion which these organs bear to each other in the mouth. 
This is effected by what is called an antagonizing models 
aud may be secured in the following manner. 

A roll or strip of adhesive wax is first attached to the 
lingual border of the plate, and its adhesion secured by 
holding the opposite side of the plate for a moment over 
the flame of a spirit lamp. The wax used for articulating 
purposes should be harder and more tenacious than plain 
beeswax, and may be compounded from the following 
formula : 



Beoswax, 


. 1 pound 


Gum mastich. 


2 oz. 


Spanish whiting. 


. 1 oz. 



The wax is first melted in a shallow vessel, and the 
mastich, finely pulverized, gradually added, and then the 
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whiting, stirring cons'nntly until thoroughly incorpo- 
rated. The rim of was being arranged on the plate, all 
superfluous portions overhanging the margios occupied 
by the remaining teeth are cut away ; the plate may 
then be placed on the model and the wax again trimmed, 
leaving it somewhat fuller than the outer circle of the 
teeth, and from one to three lines longer than those im- 
mediately adjoining the spaces. The plate, with the wax 
attached, is then placed in its proper position in the 
mouth and the patient instructed to close the jaws natu- 
raUy until the remaining teeth meet ; one-third or more 
of the crowns of the opposing teeth opposite the spaces 
will thus be imbedded in the wax. A still fuller impres- 
sion of the opposing teeth may be obtained, if desired, 
by pressing the edges of the was down upon the crowna 
with the finger. K a series of anterior teeth are to be 
replaced, the mesial line of the mouth in front should be 
indicated upon the was by drawing a line vertically 
across the latter to serve as a guide in the arrangement 
of the central incisors and adjoining teeth. The plate 
and wax are then carefully removed from the mouth 
and again placed upon the plaster model, the latter having 
been previously obtained from an impression of the parts 
with the plate in the mouth. The model is then placed 
on a slip of paper with th« plate aad wax upward, and 
the heel of the model extended from one to two inches 
posteriorly to form an articulating surface for the remain- 
ing portion of the antagonizing model. The added por- 
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tion of plaster may be confined by a narrow strip of was 
or sheet-lead extending back upon each eide of the model, 
into which a hatter of plaster is poured to the de|ith of 
half or three-fourths of an inch. When hard, the edges 
«nd upper surface of the added plaster should be 
■trimmed smooth, and a crucial groove, or two or three 
conical-shaped holes, cut in the surface of the latter to 
secure a fixed nod definite relation of the two parts of 
the model. The articulating surface is then varnished 
iind oiled to prevent the next portion of plaster from ad- 
iiering ; the imprints of 
"the teeth in the wax 
eire also oiled. This 
jjortion of the antagoni- 
seing model, with the i 
plate and wax attached, j 
is exhibited in Fig. 5^. ' 
The open space looking 
into the paktjtl vault 
should be closed with a sheet of softened %vax to pre- 
^■ent the next portion of plaster from flowing into the 
cavity underneath, A batter of plaster is now poured 
c-arefully upon the exposed surface of the wax, filling 
the imprints of the teeth perfectly, and extending back 
Upon the heel of the model until it acijuires a depth of 
lialf an inch or more. Wheu suftieiently hard, the two 
Sections of the model are separated : superfluous por- 
tions trimmed away; and the entire surface of both 
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jiieces glazed with varnish. The, model complete, with 
the plate in plnce, and the wax (retained as a temporary 
p,o, o9. support whilst adjusting 

the artificial teeth.) 
trimmed as required, are 
shown in Fig. 59, and if 
the manipulations have 
been accurate, this sim- 
ple contrivance will ex- 
hibit all the parts repre- 
sented in plaster in precisely the same relative position 
which they occupy in the mouth when the teeth are 
closed upon each other. It will he seen, by reference to 
Fig. 59, that only those teeth of the opposing jaw which ■ 
present to the spaces, are represented in plaster, as these 
(ire all that are required in arranging the teeth of re- 
placement. 

Schding, arranying, and antagonizitig the teeth. — The 
teeth of replacement should harmonize, as nearly as pos- 
sible, in size, configuration, and color, with those remain- 
ing in the mouth ; and when selecting teeth for any given 
case, the operator should be provided with a eofficlent 
number of sample teeth to meet everj' requirement, by 
compai'ison, in respect to the various tints or dehcate 
shades of color characteristic of the natural teetb and 
gums. The required size and form of the artificial teeth 
may be determined with tolerable accuracy by a com- 
parison with those on the plaster model, but the form or 
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figure more certainly by a careful inspection of those in 
the mouth. 

A greater or less change in the form of porcelain 
teeth will be required, in nearly all cases, in arranging 
jtnd fitting them to the vacuities in the jaw; and this is 
more particularly so in those cases reC[uiring the use of 
gam teeth. This alteration of form is effected by grind- 
ing away portions of the tooth upon an emery or corun- 
dum wheel, attached, as will be seen in Fig. 60, to a 
foot-lathe. If the edentated por- no. eo. 

tions of the ridge have suffered but 
little change of form by absorption, 
ais where the teeth have been re- 
centiy extracted, and plate teeth 
(those representing only the crowns 
of the natural organs,) are used, 
the posterior portions of the base 
of the latter resting upon the mar- 
gins of the plate, will only require 
to be conformed to the irregularities 
on the surface of the base, grind- 
ing sufficiently to give to them the 
proper length and relative position, while their anterior 
cervical portion is permitted to overlap the edge of the 
plate and rest directly upon the gum in front on a line 
with the adjoining teeth. When, however, a consider- 
able concavity exists in the ridge and external border, 
and single gum teeth are employed to restore the cus- 
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toraary fullness and contour of the parts, the fiiini [lor- 
tion of the tooth should l)e ground away on its posterior 
face sufficiently to restore the circle of the gum on the 
external border of the alveolus, and from the base of 
the tooth where it rests upon the plate, to admit 
of a proper relative position of the artificial crown; 
while those portions of the porcelain gum terminatJng 
at, and adjoining the remaining teeth, next the spaces, 
should be formed with a thin, retreating edge where it 
laps upon the natural gum, giving to the parts, when the 
substitute is adjusted to the mouth, the appearance of 
an unbroken denture and a continuous gum. When the 
space to be supplied requires a series of two or more 
single gum teeth, the latter should be united to each 
other Avith the greatest care and exactness by grinding 
the proximate edges of the gum portions until the co- 
aptation is such as to render the seams im]»erceptible in 
the mouth. In adjusting the porcelain teeth to the plate, 
the base of each tooth should be ground to rest ae 
directly and uniformly on the plate as possible ; for if 
thrown, in any degice, from the plate, tho whole strain 
in mastication will come upon the platinum nvets, and, 
in a comparatively short time, the latter will either il 
entirely worn or cut ofl', or the artificial crown i 
fractured on a lino with the pins. 

In antagonizing partial sets of teeth, the indicatioiw ' 
pointed out by the customary closure of the natural 
oi^ans should be followed as nearly its the form 
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position of the opposing teeth will permit. A changed 
or abnonnal relation of the teeth of both jaws, however, 
frequently renders it difficult to effect a satisfactory ad- 
j ustment of the teeth of replacement. If, in the case of 
the bicuspids, for example, one or more teeth in the 
under jaw project into a vacuity above to the extent of 
one-third or more of its depth, a direct closure of the sub- 
stituted organs upon these, in the ordinary manner, 
'Would be impracticable without a corresponding shorten- 
ing of the porcelain teeth, enforcing, in such cases, an 
inharmonious arrangement entirely inconsistent with the 
just requirements of the case. The difficulty cited, or 
any of the various modifications of it, may be overcome 
v^holly or in part in one of two or three ways. If the 
t^eth encroaching upon the opposite space are very loose, 
as is frequently the case with those that have become 
elongated from the long continued want of an adequate 
opposing force, or are hopelessly carious or otherwise 
diseased, they should be at once removed. If they re- 
main firm and sound, and stand slightly within the circle 
of the teeth of the opposite jaw, or if they have some- 
vrhat of an inward inclination in the arch, the vacuity 
opposite may be filled with non-masticating teeth, as a 
oanine, on the lingual side of which an antagonizing cusp 
of gold may be constructed, allowing the point of the 
cuspid to lap over upon the labial face of the encroaching 
tooth or teeth ; or a bicuspid, manufactured for the pur- 
pose with the inner cusp near the base of the tooth, may 
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be used instead. Additional room may be provid^ 
such cases, for the overlapping portion by filing aw 
from a corresponding point on the opposing tooth. If. 
however, taking the most imjjractieable case, the intru- 
ding teeth are sound and firm and stind vertieully in the 
arch, closing between the opposing teeth on a lini; with, 
or somewhat outside of, the outer eircle of the latter. 
(tlie elongation of such teeth being rather relative than 
absolute, as where it results from a mechanical wearing 
away of the remaining antagonizing teeth and a corres- 
ponding approximation of the jaws,) the practitioner will 
be compelled either to submit to a mal-arrangement uf 
the teeth of replacement by grinding away sufiBcicntly 
from their grinding surfaces to permit an unobstructed 
closure of the natural organs, or decline tbe operation 
altogether. 

The undue jirojection of the teeth of one jaw into a 
vacuity occurring in the one opposite more frequently 
happens, however, in connection with the loss of the 
superior incisors. In such cases, the points of the lower 
incisora very frequently encroach upon the circle of the 
upper teeth, so that when the artificial teeth are arranged 
above in correspondence with the circle of the adjoining 
teeth, and the jaws are approximated, the points of the 
inferior teeth will strike prematurely either upon the 
cutting edges of those above or will close upon their 
inner surfaces, — impeding thereby, or entirely preventiiig, 
the occlusion of the teeth posterior to them. ForJ 
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cases, thin teeth should be selected, and whenever neces- 
sary, the lower teeth may be filed away sufficiently, while 
those of replacement should, at the same time, be arranged 
as prominently as the circle will admit of. If these ex- 
pedients fail, and a sufficient number of teeth posterior 
to the incisors require to be substituted in connection 
iwiih the same appliance, it will be better, in cases not 
susceptible of satisfactory correction by the means al- 
ready suggested, to change the bite by substituting an 
entirely new antagonism with the artificial teeth, — 
spreading the jaws sufficiently apart to relieve the artifi- 
cial incisors in front. 

In no case, except that last described, should the arti- 
ficial teeth come in contact with the opposing teeth 
lefore the occlusion of the remaining natural organs when 
the jaws are closed. The contact of all the teeth of one 
jaw, artificial and natural, with those of the opposite, 
should either be simultaneous, or the natural teeth should 
be permitted to strike first. 

In view of the difficulties which so frequently present 
themselves in connection with the arrangement of arti- 
ficial teeth in partial cases, it may not be amiss to observe 
that, however essential to the natural and agreeable ex- 
pression of the individual an exact and harmonious 
arrangement of the teeth of replacement may be, this 
requirement should, in some degree, be disregarded when- 
ever the necessities of the patient, in respect to the 
comfort and utility of the appliance or the safety of the 
natural organs, demand it ; — to what extent appearances 



2J8 



MBCIIAKICAL DENTISTRY. 



should be satTificcd to these considerations, will depend 
upon the jieculiiir exigencies of the case, and cannot, 
therefore, be speeificiilly stnted. On the other hand, it 
may he observed that, if a sufficient number of the 
natural teeth are remaining in both jaws to enable the 
patient to perforin, with tolerable efficiency, the act of 
mastication, the mere utility of the substitute in regard 
to the performance of this function may be partly or 
wholly disregarded whenever there is sufficient reason to 
apprehend that the substituted organs cannot be anta- 
gonized with a view to the comminution of food without 
endangering the permanency and usefulness of the ap- 
pliance by necessitating the application of forces unfavor- 
iibly directed. 

Invesfitiff. adjusting stai/s, soldctitiff, and Jinukinff. — 
Having arranged and antagonized the teeth as accurately 
as possible on the plaster model, the piece should be 
placed in the mouth to detect and remedy any faultincss 
that may be found to exist either in the adaptation, 
position, or antagonism of the artificial teeth. It is then 
removed and imbedded in a mixture of plasler, sand, and 
asbestos, in the proportion of about two parts of the 
former and one part each of the latter. The body of tho 
investient may be surrounded by a copper or sheet-iron 
band to prevent the plaster from breaking away whilst 
adjusting the stays or linings to the teeth. All parts ctf 
tho plate and teeth, except the lingual side of tho former 
and tho backs of the latter, should be encased in pUster 
to the depth of half an inch or more, and when the latter 
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is sufficiently hai'd. iill tvnccs of wax from the inside 
should be carefully detached with siiitablu iiistrumeQta. 
The piece is now ready for the adjustment of stays 
or backings, which, when permanently united by solder- 
ing to the base and teeth, are designed to sustain the 
latter in position. These supports are formed from plate 
somewhat thicker than that used for the base; a heavier 
and stronger stay being neceasai'y when they are not 
united lateniUy, as when plate teeth are used. If. how- 
ever, single gum or block teeth are employed, and the 
stays are joined, fonning a continuous baud, plate one- 
half thicker than that used for the base will, ordinarily, 
impart adequate security to the attachment. A plain 
strip, coiTcsponding in width with the tooth to be lined, 
is cut, and the end resting on the main plate conformed 
accunitcJy with the file to the irregularities on the sur- 
face of the latter, and in such a manner as to permit the 
strip to take the direction of the tooth. The general 




form of the stay may, in the first place, be obtained by 
cutting a strip from a piece of gold with a pair of pli'te 
forceps. (Fig. 61.) The points upon the stay to be 
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pierced for the admission of the platimiin pins, may be 
ascertained by coating the surface of the former with 
wax softened in the flame of a. spirit lamp, and pressing 
it first against the lower pin, the point of which will be 
indicated by an indentation of the wax. The backing is 
then perforated at this point with a plate punch, two 
forms of which are exhibited in Fig. 62, one armed with 
a tongue, which, when the plate is pierced, forces the 
latter from the punch. The strip is then reapplied to 




the upper pin and the second hole obtained in like man- 
ner as the first. Instead of using wax, the ends of the 
rivets may be stained with some pigment, which will 
show the points to be pierced in the lining. The stay 
should be adapted accurately to the face of the tooth ; it 
is then cut to the proper length, reaching nearly or quite 
to the point of the tooth, and then shaped with a file to 
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the general form of the crown. When the stays are to 
be united they should be formed with a shoulder at a 
point corresponding with the neck of the tooth, and the 
proximate edges below united closely by square edges, 
or the latter may be beveled and made to lap upon each 
other. The process of soldering will be greatly facilitated 
and the piece will be more easily and artistically finished, 
by securing, in the first instance, a perfect coaptation of 
all the parts which are ultimately to be united. The 
sides of the hples in the stays facing the plate should 
now be enlarged or counter-sunk with a spear-shaped or 
conical bur drill, and when applied to the teeth, the pro- 
jecting ends of the platinum pins are cut off even with 
the backings and then split and spread apart with a 
small chisel-shaped instrument; a head will thus be 
formed to the rivets when solder is fused upon them, 
and which will prevent them from drawing from the 
linings. All the lines of union between the several 
pieces should next be well scraped, exposing a clean, 
bright metallic surface to the solder ; the seams are then 
smeared with borax, ground or rubbed in clean, soft 
water to about the consistence of cream ;* after which 
small pieces of solder are placed along the joints and 
over the points of the platinum pins. The piece thus 
prepared is now placed in the furnace or ordinary fire- 
place in order to heat the entire mass throughout prepa- 

* Sl&te is often used for this purpose, but is unfit, as in rubbing the 
borax, loosened particles of the former become mixed with the latter and 
impede the dow of the solder, and becoming entangled, render it unclean 
and porous. Ground glass or a porcelain slab is the best for the purpose. 
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ratory to soldering. The fuel most proper for this pur- 
pose is charcoal, either alone or combined with coke: 
the latter being preferable for the reason that charcoal 
alone is more quiekly consumed, and burning away more 
rapidly underneath, the piece is liable to drop to the 
bottom of the furnace. The fuel should be broken into 
small pieces and built up around the borders of the in- 
vestient in order that all parts of the latter may be uni- 
formly heated. The heating process should be conducted 
gradually, for if the piece to be soldered is subjected 
suddenly to a high heat, the plaster will be displaced by 
the too rapid evolution of vapor, and the integrity of the 
porcelain teeth will be endangered. The piece may be 
allowed to remain in the fire until the plate acquires a 
visible red heat, when it should be removed, placed on a 
suitable holder, and the solder fused with the blowpipe. 
A broad, spreading Qame should first be thrown over the 
entire surface of the plate and border of the plaster until 
the temperature of the entire mass is nearly that re- 
quired to fuse the solder, and which is indicatecj by the 
latter settling and contracting upon itself; the flame 
may then be concentrated upon a particular point, as at 
the heel of the plate on one side, passing round from 
tooth to tooth, until all parts are completely united and 
the solder is well and uniformly diffused. 

Having united the teeth to the plate, the piece may 
be allowed to cool gradually, or it may be plunged after 
the lapse of a few minutes, into boilinji water without 
risk of injury to the teeth. When cool, the plaster is 
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removed and the plate placed in a solution of equal parts 
of sulphuric acid and water, where it may be allowed to 
remain until the discoloration of the plate and the re^ 
mains of the vitrified borax, incident to soldering, are 
removed ; or it may be put into a small copper vessel, 
partly filled with the same solution and boiled for a few 
minutes. After removing the plate from the acid, it 
should be boiled for five or ten minutes in a solution of 
chloride of soda or common salt and water to remove 
thoroughly all traces of the former. Superfluous portions 
of solder are now to be removed, and this at first may be 
more quickly accomplished by the use of burs of various 
fbnns and sizes attached to a lathe. After the rougher 
and more redundant parts are thus cut away, any re- 
maining irregularities upon the surface may be further 
reduced with properly formed files, scrapers and cut- 
ting instruments. Flat and half-round curved files, and 

Fig. 63. 




scrapers having a right and left curvature to their cutting 
edges, and chisel-shaped cutting instruments for paring 
or chipping away, (Fig. 63,) are the implements usually 
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employed for this purpose, and with which a cotupnra- 
tively smooth surface may be obtained ; after which, the 
filed portions should be well rubbed with scotch stone 
until all traces of file-marks or other scratches are 
completely removed. With a rapidly revolving brush 
attached to a foot-lathe, the final polish or lustre may be 
imparted by the use first, of Spanish whiting, or prepared 
chalk, and then rouge mixed with water or alcohol. 

The following method of finishing plate-work, commu- 
nicated by Prof. T, L, Buckingham, embodies some 
practical suggestions in reference to this process : " The 
first step is to procure, and attach to the lathe, a three 
or four-pronged fork, or a scrftw such as is used for with- 
drawing a load from a gun; upon this a good smooth 
cork is fixed, and with a sharp knife, turned to any 
desired shape. The cork is saturated with water as well 
as it can be, and powdered pumice placed upon it. If 
we have been careful to remove all excess of solder from 
our work, which can ea.?ily be done by a biu- attached to 
the lathe, — we can, with the cork and pumice, make a 
very smooth surface, and this can be still more perfectly 
accomplished by substituting a very finely powdered 
spar for tho pumice, after we have removed the largest 
scratches with the latter. By continuiug the cork for a 
little while after the above named powders have hoen 
used offj we avoid the use of the scotch stone ; and finally 
we dispense with the burnisher, by taking a new cork 
with a piece of chamois or buck skin stretched upon it, 
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and going over the plate in the same manner as before, 
unth the lathe revolving very rapidly. 

" A higher color can be given to the plate by the use 
of the burnisher after the above proceeding, but we can 
certainly not produce a smoother surface. 

^^Some precaution is necessary by those who have 
never used the lathe in finishing the plate : in the first 
place the careless use of the bur, in removing the excess 
of solder, might result in the weakening of the piece by 
removing more than necessary, or, what would be still 
worse, holes might be cut entirely through the plate. 
Again, in polishing, if a little care is not taken, the fork 
or screw, whichever is used, may pass through the cork, 
and before the operator is aware, he will have inflicted 
an injury that will be difficult to repair. A small amount 
of experience — ^that which is essential in the proper per- 
formance of every nice operation — will enable almost 
any one, even those, to use a common expression, 
* whose fingers are all thumbs,' to finish their work in 
about one-eighth of the time that the most expert work- 
man would require for the accomplishment of the same 
by the old method."* 

In the final adjustment of the finished piece to the 
mouth, and after any additional change in the form of 
the teeth necessary to secure the most perfect antagonism 
has been made, the patient should, in all cases of partial 
dentures, receive explicit directions in regard to the 

* Dental Cosmos, vol. i. p. 330. 
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genenil ciire and management of the appliance and the 
vemaining natural teeth. Ordinarily, there will be hut 
little difficulty experienced by the patient in the imme- 
diate and auccessful use of a substitute supported in the 
mouth by clasps, or any eqmvjilent means, but in the 
case of atmospheric pressure plates, the patient should 
be candidly advised of the probable want of stability 
incident to the first use of the appliance, and the con- 
sequent annoyance which, in many cases, follows its 
occasional displacement in mastication until such time 
as the adaptation of the several parts to each other are 
perfected, and the patient has acquired a habit of con- 
trolling and directing the forces applied to the sub- 
stitute. The time necessary to accomplish these results 
^ will depend much upon the form and condition of the 
mouth, a ikvuniMu ur uuJkvuiahle aotngonicim, the adap- 
tation of tlie plate, and the aptitude and temper of the 
patient. It will be prudent and but just to the patient, 
to state, that the complete utility of an appliance sus- 
^ tained by atmospheric pressure, will not, probably, be 

t realized in less time than from four to six weeks; and 

^ this estimate of time, in a majority of cases, will be fully 

J justified by experience in the cases under congideration. 

\ The importance of thorough and absolute cleanliness 

of the substitute and natural teeth, and the reasons 
therefor, should be clearly stated ; and the comfort, 
utility, and durability of the artificial fixture, as well as 
the safety of all the remaining natural organs will de- 
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pend, in a great measure, upon the fidelity of the patient 

with respect to the observance of these injunctions. In 

those cases especially, where clasps are used, the sub- 

stitate should invariably be removed after each meal 

and cleansed, while the teeth clasped, should, at the 

same time, be freed from deposits of food or other 

foreign substances with a brush, or any of the m^ans 

Qsnally recommended for the purpose. 
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EXTIRE DENTUltKS. 

Method of coiistnicting a plate base for an entire denture 
for the upper jaw. — The general form and dimoflsions 
of the required base to be used as a support for 
a complete denture for the upper jaw may first be 
indicated by drawn Unes upon the plaster model, and 
a sheetr-lead pattern obtained from this to serve as a 
guide in securing the form of the plato to be swaged. 
Whenever the substitute for the upper jaw is designed 
to be retained in situ by the external pressure of the 
atmosphere, and especially where a central air chamber 
is employed, the plate should be made sufficiently 
ample in its dimensions to cover all of the hard palate, 
the alveolar ridge, and all portions of the external 
borders of the latter not directly encroached upon by the 
muscles and reflected portions of the mucous membrane 
of the lips and cheeks. 

Before swaging, the plate should be well annealed, 
and its central portion brought as nearly as possible to 
the form of the palatal face of the die with the mallet, 
forcing the heel of the plate down in advaoce of t^e 
portion covering the more anterior concavity of the arch, 
preventing thereby a doubling of the posterior edge of* 
the plate upon itself. This central portion may also b» 
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forced more perfectly into adaptation with a partial 
counter before swaging in the ordinary manner, and this 
is advisable in all cases when the palatal arch is very 
deep ; but as this is very liable to be drawn from the 
arch in the process of turning the borders of the plate 
over upon the ridge, a useful contrivance has been in- 
vented by Dr. Rurras, of New York, to prevent the dis- 
placement. Fig. 64 shows the form of this instrument. 
The die and plate are placed near the fio. 64. 

edge of the bench, and the upper part 
of the clamp adjusted over the central 
portion of the plate ; the two pieces 
are then bound firmly to the bench 
by tightening the screw underneath. 
A protective piece of buckskin, cloth, 
or paper, should be placed between 
the plate and clamp to prevent the 
former from being bruised or indented. The margins of 
the plate are now turned over upon the ridge, and if the 
external borders of the latter are undercut or stand even 
vertically, the edges of the former will tend to double 
upon themselves at such points, and hence it will be 
necessary, before swaging, to split the plate in front, and, 
in some cases, on each side, and wherever divided, a V- 
shaped piece may be cut out of sufficient width to allow 
the divided edges to overlap slightly when approximated 
in the process of swaging. The proximate edges of the 
divided sections should be filed to a thin edge before 
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swaging, so that when brought together and soldered, 
there will be but little additional thickness of the plate 
at such jjoints. The cut portioDs should not be soldered 
uutil after partial or complete swaging. 

Having conformed the plate as nearly as practicable to 
the die with thamallet and pliers (Fig. 65,) or with plate 




forceps constructed for the purpose, (Fig. 66.) it should 
be placed between the die and counter, and the latter 
forced together with a heavy hammer until a tolerably 
accurate coaptation of the plate is obtained, the latter 
being frequently annealed during the process of stamping, 
to render it more pliable. At first, considerable yield- 
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ing and consequent defonnity of the counter-die will 
occur ; hence, after partial swaging, another should be 
substituted and the process continued until the greatest 
possible accuracy of adaptation is secured. K the face 
of the die is marked by prominent and sharply defined 
mga, or other irregularities, such points will, to some 
extent, be bruised or flattened ; it will therefore be ex- 
pedient, in such cases, and better perhaps in all, to 
finish the swaging with a new and unused die and 
counter, in which case, two or three moderate, steady, 
and well-directed blows of the hammer will be sufficient. 

K the plate is brought into uniform contact with all 
parts of the face of the die, this conformity is the only 
reliable test of its adaptation out of the mouth. In no 
case will the swaged plate fit the plaster model perfectly, 
inasmuch as the unavoidable contraction of the die, how- 
ever slight, will, especially in deep-arched mouths, cause 
the plate to bind on the posterior and external borders 
of the ridge, preventing it from touching the floor of the 
palate ; while the bruising, though inconsiderable, of the 
more prominent points upon the die, and a corresponding 
flattening of the plate at such points, will prevent uni- 
form contact of the latter with the unchanged surface of 
the plaster model. 

After final swaging, the plate should be again annealed 
with a heat nearly or quite equal to that which will be 
ultimately required in soldering ; after this any additional 
swaging should be avoided, unless the plate warps in the 
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heat and wliicli uiiij be determined by applying it to the 
die : if any change has occnired, it shonM bo re-ew»ged 
and agiiin annealed at a high heat, and the operation 
should be repeated, if necessary, until the plate retains 
its integrity of form after the last annealing. This 
process of final heating does not apply to silver if ittthe 
form of a swaged plate, as this metal invariably suffers 
some change of form when subjected to an annealing 
heat. 

Modifications in the form of plates for entire up^ier den- 
tures. — Whenever a central air chamber is employed, it 
may be constructed in either of the ways described 
when treating of partial atmospheric pressure plates. 
The general form of a plate for an entire upper denture, 
with a central chamber, is exhibited in Fig. 67, other 

modifications in the form of cavity plates for full up{ier 
sets are in limited use, as where chambers are arranged 
one on each side of the sloping walls of the palate, or 
directly over that portion of the ridge previously occupied 
by the anterior molar and the bicuspids on each side, as 
seen in Fig. OS. called " Lateral Cavity Plates." Dr. M. 
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Levetl, of New York, has recently introduced another 

modification of cavity plate, consisting of a number of 

small air chambers arranged directly over the ridge and 

placed at short intervals throughout the entire border. 

It is claimed that plates constructed in either of the 

ways last mentioned cohere with equal firmness to the 

jaw and are less liable to ^^ rock" in the mouth than when 

formed with a central chamber. Whatever their general 

utility may be, cases doubtless occur where they may be 

advantageously employed, as when any great inequality 

exists in the hardness of the ridge and palate, and a 

plate constructed in the ordinary manner is dislodged by 

" riding" upon the hard palate when forces are applied to 

the ridge on either side. 

It has been recommended, after having constructed a 
base of the form represented in Fig. 67, to cut through 
the plate immediately in front of the central chamber, 
making an opening of a semi-lunar form. It is claimed 
that, by the more ready application of the tongue to this 
part^ the air contained in the chamber, when the plate is 
applied to the mouth, may be more easily and thoroughly 
exhausted. There is great danger, however, of the soft 
tissues being drawn into the opening, in which case it 
can scarcely fail to produce injury of the parts implicated ; 
the expedient, therefore is seldom resorted to. 

There is still another form of cavity plate known as 
Cleaveland's modification of air-chamber, and which is 
constructed in the following manner : A plate like that 
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eshibiteil in Fig. 67 is first struck up and the chamber 
cut out. A thin sheet of was or a layer of plaster is 
then placed upon the lingual side of the plate extending 
from two to three or four lines from the edges of tht' 
orifice in the main plate ; a thin, retreating edge is given 
to the wax or plaster at the outer borders, making it 
continuous with the surface of the plate. The plate with 
the wax attached may now either be tacked to the model 
with softened wax along its outer borders, and shaped 
in such a way as to permit the model and plate to be 
withdrawn from the sand, and a mold of the parts taken 
in the ordinary way, and from this a die and counter; 
or an impression in wax or plaster may be taken of the 
lingual face of the plate and was, and afterward a model, 
die, and counter. With the latter, a second plat« cover- 
ing nearly or quite all of the palatal concarity is swaged, 
and when this is applied to the main plate over the cat 
chamber and united by soldering, a apace, equal to the 
thickness of the wax or plaster placed on the primarj' 
plate, will be found to exist between the two lamina 
Fio. 89, Fig. 69 exhibits a trans- 

verse section of the two 
plates, disclosing the space 
between them, and also the 
opening through the gum 
plate into the cavity. Before soldering on the duplicate 
plate, a half-round wire should be soldered around (he 
opening in the palatal plate on its lingual side, to protect 
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the soft tissues of the mouth from injury whien drawn in 
as the air is exhausted from the chamber ; or, what is 
preferable, this form of cavity may be converted, practi- 
cally, into what is known as " Gilbert's chamber," (which 
is the central swaged chamber before described,) by fill- 
ing in the space between the two plates with some im- 
pervious substance, as Hill's filling, or an amalgam of 
gold, the excess of mercury being driven off by heat. 
In the construction of continuous gum work, the inter- 
space may be filled in with gum body. The advantages 
of these double plates are, a greatly increased strength 
imparted to the base, a diminished liability of warping 
iu the process of soldering, a smoother surface presented 
to the tongue, and a more decidedly angular form of the 
chamber. 

In whatever way the plate is formed, a notch or fissure 
of sufficient depth to receive and permit an unobstructed 
t>lay of the frsenum of the lip should be formed in the 
iVont part of the plate, while the borders of the latter 
Xiearly opposite the anterior molars on each side should 
fee narrowed to prevent undue contact of its edges with 
the folds of mucous membrane stretching obliquely across 
from the cheeks to the jaw. Care should also be taken 
^ trim away from the heel of the plate any portions that 
Xnight otherwise encroach upon the soft palate. 

It is only in the fewest number of cases that a rim 
can be swaged to form a groove or socket properly situ- 
ated for the reception of the plate extremities of either 
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single gum or block teeth, ae it will usually be found 
impracticable to adjust the gum extremities to the socket 
thus formed without necessitating, in some degree, a. 
departure from a just arrangement and antagonism of 
the teeth. Whenever it is thought 'best, therefore, to 
rim the plate, it will generally he necessary to adjust 
and solder a separate strip to the plate along the plate 
ends of the teeth after the armngement of the latter ou 
the base is completed. 

After the plate has been worked as nearly as possible 
into the required form it should be applied to the mouth 
of the patient to ascertain the correctness of its adapta- 
tion to the parts before proceeding further with the ope- 
ration. If the adaptation is found imperfect., the fault 
lies either in the impression, or in undue contraction of 
the die. In the former case, another impression should 
be taken and the plate re-swaged ; in the latter, a less 
contractile metal or compound should be employed in the 
formation of the die. To determine the practical efl5- 
ciency of the adaptation and adherence of an atmospheric 
pressure plato, various tests may be applied. The co- 
aptation of its borders to the external walls of the ridge 
may be ascertained by inspection, and the patient's 
sense of contact or non-contact of its central portion with 
the floor of the palate may, in some degree, be relied on 
as evidence of the accuracy of its adjustment to parta 
not visible. The tenacity with which the plate adheres 
on the application of direct traction, cannot always be 
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relied upon^ inasmuch as a well fitting plate will some- 
times be readily dislodged in this manner, while, on the 
contrary, one but illy adapted to the parts may require 
Gonaiderable force to separate it from the jaw when acted 
on in the same way. The most trustworthy test of 
actual or practical stability is firm pressure applied al- 
ternately over the ridge on each side and in front. If 
the plate maintains its position and remains fixed under 
repeated trials of pressure applied in the manner indi- 
cated, the adaptation may be safely relied on ; if it slides 
upon the palate or is easily disengaged from the mouth, 
the instability of the plate may be referred in many 
cases, not to a want of coaptation, but to a want of uni- 
formity in the condition of the parts on which the plate 
rests. Thus, for example, if the ridge along the mesial 
line of the palatal vault is more than usually prominent 
^nd incompressible, and the alveolar ridge relatively 
Boft and yielding, the plate, meeting with a fixed point 
of resistance at the floor of the palate, will prevent the 
lidge from being sufficiently compressed when the atmos- 
phere is exhausted from underneath the plate ; and 
lience, when forcible pressure is made on one side over 
the ridge, the plate, riding upon the resistant surface 
in the arch, will be thrown off from the opposite 
side. Whenever, therefore, the conditions alluded to 
prevail to any considerable extent, a perfect coaptation 
of the plate to the parts, instead of favoring the reten- 
tion of the former, will impair its stability for all practi- 
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cal purposes. The remedy is found iu so constructing 
the plate that, when adjusted to the mouth, and before 
the air is exhausted, a greater or less space wili exist 
hetween the central portion of the plate and palate, but 
which, when a vacuum is formed, will be canied up into 
contact with the roof of the mouth, and at the same time 
compress the ridge sufficiently to afford a firm and reaistr 
ing basis for the plate iu mastication. This peculiar 
adaptation of the plate may be obtained by adjusting a 
piece of sheet-lead or wax plate over the central ridge 
on the plaster model, by means of which the correspond- 
ing portion of the plate, when swaged with a die obtained 
from the model so prepared, will be thrown far enough 
from the roof of the mouth to answer the purpose before 
indicated. This will be more particularly necessary in 
shallow arches ; while, if the arch is very deep, or even 
moderately so, the unavoidable contraction of the die 
may render the expedient unnecessary. 

Method of constraciing a plate base for an entire deiUura 
for the tinder jaw. — Aside from the differences in the 
form of the plate, and the manipulations incident thereto, 
the process of constructing a plate for the under jaw does 
not differ essentially from that already described iu con- 
nection with full upper dentures. 

If the lower plate is constructed from a sir^le lamiM 
of gold, or other metal, it should be somewhat thicks 
than that used in upper cases, and should also be of 
finer quality, as the additional thickness of the plate and 
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the peculiar form of the inferior maxilla, renders a 
greater degree of pliancy necessary in swa^g it to the 
form of the ridge. The general form of a base for an 
entire lower denture is exhibited 
in Fig. 70. The internal border 
of the plate should usually be 
doubled, — either by turning the 
edge over in swaging, or by sol- 
dering on a narrow strip of plate or half-round wire. 

A more perfect adaptation of the plate to the ridge 
may be obtained by the use of a double, instead of a single 
plate ; in which case a thin basement plate, not exceeding 
No 30 of the gauge, should be swaged to the form of the 
ridge in the first instance, and then a duplicate plate, 
swaging the two together and uniting them to each other 
with solder. A plate of the specified thickness may be 
very readily and accurately conformed to any irregularities 
in the ridge, and when the two are united, the base will be 
heavier and stronger than a single lamina of the ordinary 
thickness. Instead, however, of doubling the entire 
plate, it will be sufficient, in most cases, to adapt the 
second plate only to the lingual surface of the first, 
extending it up from the lower edge to a point corre- 
sponding as nearly as possible with the posterior portions 
of the base of the teeth when the latter are adjusted to 
the plate, (Fig. 71.) A moderately thin plate may, in 
tliis manner, be used for the primary base, while the 
duplicate band will impart the requisite strength to the 
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plate, nnd, at the samfi time, 
obviate the necessity of wiring 
its inner edges. In adapting 
either of the last named me- 
thods, the plates, after they are 
united to each other, should be 
again swaged to correct any 
change of form incident to the 
use of solder. 
Antagonising model for an entire upper and lower 
denture. — Either of the following methods may be adopted 
in securing an antagonizing model for complete dentures ; 
1. Attach to the ridge of each plate a roll or strip of 
adhesive wax corresponding in width to the length of 
the teeth which will be required for each plate respec- 
tively; place the plates, with the wax attached, in the 
mouth, and trim away from the proximate edges of the 
wax until the two sections close upon each other nni- 
fornily throughout the circle ; then cut away from the 
labial surfaces of the rims of wax, above and below, 
until the proper fullness and required contour of the 
parts associated with the lips and mouth are secured. 
The approximation of the two jaws, when the finished 
substitutes are ultimately adjusted to the mouth, will 
depend altogether upoo the aggregate width given to the 
two sections of wax at this stage of the operation, and 
it is, therefore, important that the " bite" or closure of 
the jaws secured at this time should be such ils wilUnost 
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perfectly fulfill the requirements of the case in respect 
to the utility and comfort of the appliance^ and the pro- 
per restoration of the required facial proportions. If 
there is any considerable change produced in the rela- 
tion of the jaws habitual to them prior to the loss of the 
natural teeth, the characteristic expression of the indi- 
vidual will, in some degree, be changed or marred ; an 
unaccustomed and restrained action will be imposed 
upon the muscles concerned in the movements of the 
lower jaw, which will render the use of the appli- 
ances at least temporarily, if not permanently, uncom- 
fortable and fatiguing, or even painful ; while the utility 
of the fixtures may be impaired or wholly destroyed, by 
compelling a particular application of forces in mastica- 
tion inconsistent with their stability in the mouth. No 
specific directions, of course, can be given that will apply 
to all cases, but it may be observed that, ordinarily, the 
two sections of wax should be cut away from their ap- 
proximating surfaces until the jaws close sufficiently to 
permit the edges of the lips to rest easily and naturally 
upon each other when in a relaxed condition, or the upper 
rim may extend somewhat below the margin of the upper 
lip, while the lower section of the wax is cut away on a 
level with the lower lip, or a little below it. Cases 
occur, however, where. a greater exposure of the upper 
portion of wax, even though quite narrow, will be 
required ; as where the alveolar ridge is very deep, and 
the lip covering it either absolutely or relatively short, 
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or where the latter is retracted, exposing, even when in 
a state of repose, a greater portion or all of the crowns 
of the teeth, and in extreme cases, the margins of the 
gum. Between the latter extreme, and an inordinate 
extension of the upper lip below the ridge, all inter- 
mediate conditions occur, and the practitioner, aiming to 
produce an agreeable, harmonious, and truthful expres- 
sion of all the parts, must rely wholly upon his judg- 
ment in reference to the necessary approximation of the 
jaws, the restoration of the natural fullness and contour 
of the mouth, and the relative length to be given to the 
upper and lower teeth. 

Patients, when requested to close the mouth naiuraify, 
are very liable to project the under jaw ; hence it is well 
to have them open and close the jaws frequently, observ- 
ing, at the same time, if the separate portiuns of wax 
meet in precisely the same manner at each occlusion. 
If the bite varies at every approximatio* of the jaws, 
the patient should be directed to relax and abandon 
for the moment all control over, the the muscles of the 
lower jaw ; the operator should then grasp the chin and 
prees the jaw first directly backward and then upward 
untU the opposing surfaces of the wax meet; in which 
position it should be steadily held by the patient until 
the two portions of wax are attached to each other in 
that particular relation. The latter may be done by 
drawing lines vertically across the rims of wax at various 
points which will serve to indicate their relation to each 
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other when out of the mouth ; or a heated knife-blade may 
be passed between the two sections, the melted wax tem- 
porarily uniting them. A very convenient and secure 
method is to attach them together by means of two 
strips of metal bent in the form of a staple ; these may 
be warmed in a spirit-flame, and pressed into the wax, 
one on each side— one end penetrating the upper rim of 
wax, the other the lower. Before removing the plates, 
the mesial line of the mouth should be indicated upon 
the wax by drawing a line vertically across the latter in 
front to serve as a guide in the arrangement of the 
central incisors. 

2. Another method is to attach to either the upper 
or lower plate a single rim of wax somewhat wider than 
will be required for both the upper and lower teeth. 
The plates are then placed in the mouth, and the jaws 
brought together, imbedding the opposite plate in the 
wax. When this method is adopted, the proper closure 
of the jaws is best determined by a gauge or guide con- 
sisting of a strip of plate or other substance encased in 
the wax and interposed edgewise between the borders 
of the two plates in front, in such a manner that when 
the latter are approximated they will close upon the 
guide, the desired relation of the jaws to each other 
having been previously ascertained by trial of the guide 
with the plates in the mouth before adjusting the wax. 
The exterior surface of the wax rim is then trimmed 
away, or additional portions added to it, until the proper 
18 
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fullness and contour arc given to the lips ; after which 
the median line of the mouth should be traced upon the 
wax in front, as before described. 

The jilates. attached to each other in either of the 
ways mentioned, having been removed from the mouth, 
a batter of plaster may be poured upon a piece of paper 
or other substance, forming a layer a fourth or a half an 
inch thick and two or three inches long, when the under 
surface of the lower plate may be imbedded in one end 
of the plaster, and the remaining portion of the latter 
projecting from the heel of the plate trimmed and foraed 
for articulating with the second piece of the autagooiiaitg 
model in the same manner as described when consider- 
ing partial dentures. The entrance to the cavity be- 
tween the two plates is now closed up with a sheet of 
softened wax or otherwise, and tlie whole surrounded by 
a piece of oil-cloth, wax, or other substance, and the 
second part of the model obtained by pouring plaster in 
upon the exposed surface of the upper plate and the 
plaster posteriorly to the depth of half an inch or more. 
When the plaster is sufficiently condensed, the line across 
fm. n. the wax in front should he ex- 

tended in a direct line across 
tlie borders of the plaster model 
jidijve and below, as, in arraoging 
I the teeth, the wax will he cat 
away, and without this precaution 
Ihe mesial point of the mouth may be lost. The form 
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of an antagoniziDg model for an entire upper and lower 
denture, with the plates and wax attiiched, the latter 
being cut away somewhat preparatory to adjusting the 
teeth, is shown in Fig. 72. 

An antagonizing frame, (Fig. 73.) has been contrived 




and may be snbstituted for the model just described. 
The lower part of the frame may be placed on the table, 
and plaster filled into the lower ring, into which the 
under plate is imbedded ; the upper ring is depressed as 
far as its articulation with the curved shaft, with which 
it is connected by a movable joint, will permit, and 
then united to the upper plate by pouring plaster upon 
the upper and exposed surface of the latter, and building 
it up around the ring. 

Antagonizing model for an entire ujipcr denture with 
the natural teeth of the lower jaw remainit^. — In form- 
ing an antagonizing model to be used as a guide in ar- 
ranging and jirticulating a full upper denture where all 
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or a part of the natural organs of the inferior jaw are 
remaining, a rim of wax slioitlil first be adjusted to (he 
borders of the plate, one or two lines wider than the re- 
quired length of the artificial teeth. When pkced in 
the mouth, the exterior surface of the wax dnift should 
be cut away or added to, until the proper fullness of the 
parts is restored. The patient should then close the 
lower teeth against the wax. imbedding them just sufB- 
ciently to indicate the cutting edges and grinding sur- 
faces of the opposing teeth. If a fuller impression of 
the exterior faces of the lower teeth are required, it may 
be obtained by pressing in a small strip of softened wax 
against them and the lower edge of the rim of was upon 
the plate ; or the projecting borders of the latter may be 
forced down upooBhe crowns with the fingers. The 
median line of the mouth is then indicated upon the 
wax. the plate removed, and its palatal surfaec im- 
bedded in one end of a layer of plaster s])read upon m 
strip of paper; the portion of plaster extending from the 
heel of the plate trimmed. 

Fio. "4. "^ 

grooved, varnished, and 
oiled; the entire piece ou- 
closed. and plaster poured 
in upon the exposed sur- 
faces of the wax and plaster 
to the depth of one-fourth 
or one half of an inch. 
The two .sections of the model witli the plate and wax 
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attached, the latter being cut away somewhat to receive 
the porcelain teeth, is exhibited in Fig. 74. 

S^lectinff, arranging j and antagonizing the teeth; rimr 
ming the plate; attaching spiral springs; investing, lining , 
soldering^ and finishing. — In selecting teeth for an entire 
upper and lower denture, the special requirements in 
respect to size, form, and color, will depend, in a great 
measure, upon the complexion, age, sex, general configu- 
ration of the face, &c., of the patient. Every separate 
denture, therefore, that is constructed in strict conformity 
with a faithful interpretation of the special requirements 
of each individual case, will be characterized by shades 
of differences in the color, form, size, and arrangement 
of the teeth of replacement. It will be sufficient in this 
connection to observe that such selection of the teeth 
should be made as will most perfectly reproduce the 
lost proportions of the facial contour, and impart to the 
individual a natural, harmonious, and agreeable expres- 
sion. 

In arranging or adjusting single gum teeth to the 
plate in those cases where the changes in the form of 
the alveolar ridge, consequent on absorption, are comple- 
ted, the portions applied to the base should be ground 
away sufficiently to restore the required fullness of the 
parts and to give proper length and inclination to the 
teeth. The coaptation of the ground surfaces to the 
base should be accurate enough to exclude perfectly 
particles of food, and to furnish such a basis to each 
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tooth as will provide most effectually against fracture 
when acted upon by the forces applied to them in the 
mouth. The gum extremities of the teeth should also 
he accurately united to each other lateniUy hy grinding 
carefully from their proximate edges until the joints or 
seams will be rendered incapable of ready detection in 
the mouth, — care being taken thai this coaptation of the 
adjoining surfaces is uniform, for if confined t<i the outer 
edge alone, portions of the gum enamel maj' be broken 
away in the process of soldering. 

In the construction of substitutes designed to fulfill 
only a temporary purpose, and where the alveolar pro- 
cesses remain in a great measure xmabsorbed, and plain 
teeth (those representing but the crowns of the natural 
organs,) are used, but little skill will ordinarily be 
required in adjusting and fitting them to the base. If 
the ridge in front is prominent and but iuadequately 
concealed by the lip, as where the teeth have been but 
recently extracted, all those portions of the border of 
the plate in front anterior to the first or second bicuspid 
^'°- \^- on each side may be cut away 

v|^^^^^^\ on a line a little within the 
^^Bp^SB9|^^ required circle of the anterior 
^E&hHI^H teeth, and scolloped, (Fig. 75.) 
H^^^P^^^^^H permitting the anterior cervical 
^^^ ^^^r portions of the artificial inrisors 

and canines, and, in some cases, the anterior bicn.'jptds, 
to overlap the edge of the plate and rest directly 
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upon the gum in front. This abridgment of the plate 
will not ordinarily materially affect the adhesion or sta- 
bility of the substitute. 

There are cases of a mixed character that render it 
more difficult to affect an harmonious and symmetrical 
arrangement of the teeth, as where a limited number of 
the natural teeth at intervals have been long absent and 
the excavations in the ridge consequent on absorption 
alternate with other points upon the ridge in a compara- 
tively unchanged condition. To give uniformity to the 
denture by restoring perfectly the required circle of the 
arch in such cases will necessitate the employment of 
plain and single gum teeth conjointly. Whenever 
necessary, those portions of the base occupied by the 
plate teeth may be cut away in such a manner as to 
permit the latter to be adjusted directly to the unabsor- 
bed gum as before described. 

In the process of grinding the teeth to the base^ above 
and below, the operator should commence by first ar- 
ranging the superior central incisors and then the lower, 
and so passing back from tooth to tooth, grind and adjust 
an upper and lower tooth alternately, keeping the upper 
ones in advance of those of the lower jaw. The central 
indsors above, should be placed parallel with each other, 
but the cutting edges of the laterals, and the points of 
the canines should incline slightly toward the median 
line of the mouth. In arranging the teeth of the upper 
jaw, the anterior six may be made to describe, with more 
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of a circle, but a somo- 
fk Bay be given to the an;b on each 
tW fcst bicuspids within the circle in 
;, vftui stKodtng directly in front of the 
to the mouth, only n nnrro^v tine 
the rrowns of these teeth will be 
seen, while the remuning 
teeth posterior to them, 
should be amiuged nearl 
oa ■ straight lino, diverging' 
ms they pass backward. 
When arranged in the man* 
ner described, the pcriphi 
ml outline of the arch will' 
form presented in t he above 



1» rnSLTti tc tW practical efficiency of an upper den- 
tturv nfcaiftett ia the mouth by atmospheric pressure, it 
i« iiK|Kirtant that the teeth engaged in the comminutioD 
»!' ttxvi a$ the bicuspids and molars, should occupy a 
(HxsJtiou diivotly over the central tine of the ridge, and 
should either be arranged vertically or with a alight in- 
chnation toward the centre of the mouth. The liability 
to displac«ment of the substitute in mastication will thoB 
be greatly diminbhed, whereas, if placed outside of the 
line indicated, and especially with a diverging inclina- 
\ioTi. Wif? stability of the appliance will be endangered, 
and the fanctton of mastication impeded, notwithstand- 
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ing other conditions necessary to complete success have 
heen fully secured. In arranging the upper and poste- 
rior teeth as described, it wiU sometimes be necessary to 
give to the opposing under teeth a decided inward incli- 
nation in order to effect a satisfactory antagonism of the 
teeth; and cases occur where a practical articulation 
cannot be secured without departing, in some degree, 
from the arrangement of the upper teeth spoken of, — as 
where a great disparity exists between the posterior 
transverse diameters of the two jaws, a medium sized, 
or even small, arch above being associated with an ex- 
panded ridge below. 

In articulating the upper and lower teeth, the closure 
or relation of the natural organs should be imitated as 
nearly as the other essential requirements of the case 
will admit of. Hence the upper front teeth, describing 
the segment of a larger circle than the corresponding 
teeth of the lower jaw, will project beyond and overlap 
slightly the cutting edges of the latter ; and having a 
greater width of crown, they will extend latterly beyond 
the opposing teeth, covering one-third of the crowns of 
those next adjoining, so that when the canines of the 
upper jaw are reached they will close between the lower 
canines and first bicuspids ; and, passing back, the ante- 
rior superior bicuspids between the first and second 
bicuspids below ; the posterior bicuspids above between 
the second inferior bicuspids and anterior molars ; the 
first superior molars between the first and second molars 
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below ; while the anterior half of the posterior mokrs 
above will close upon the posterior half of the inferior 
second molars, the remaining posterior half of the second 
molars above extending posteriorly beyond those of the 
lower jaw. The outer cusps of the superior bicuspids 
and molars will overlap those of the inferior teeth ; while 
the inner cusps of the teeth of the superior jaw will pass 
into the depressions in the lower teeth formed by the 
internal and external cusps, and the esternal cusps of 
the inferior teeth will, in hke manner, be received into 
the corresponding excavations of the upper teeth. The 
F[».TT. relative position and anta- 

gonism of the teeth aa they 
appear in a regularly ar- 
ranged denture for both 
jaws, are shown in Fig. 77. 
An abnormal relation of the 
jaws, as where undue pro- 
jection, absolutely or rela- 
tively, of cither maxilla exists, or where the lower jaw 
closes on one aide or other of the upper, will frequently 
compel a departure from the ordinary arrangement of 
the artificial organs, the extent of which must be deter- 
mined by the necessities of each individual case. 

In selecting teeth for a full upper denture in those 
cases where natural teeth are remaining below, or nee 
versa, the color, size, and form of the latter, will sen'c 
as a guide in the choice of teeth appropriate for the op- 
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posite jaw. In fitting and arranging the teeth upon the 
base, And in antagonizing them with the opposing natural 
teeth, the same general principles apply as those already 
adverted to in connection with full upper and lower 
dentures. 

Having adjusted the teeth to the base, they should 
be placed in the mouth before uniting them permanently 
to the plate, to detect and remedy any error of arrange- 
ment either in respect to prominence, position, inclina- 
tion, length, or antagonism. 

Forming a rim to the plate. — If the case is one where 
single gum or block teeth are employed, and it is in- 
tended to form a socket or groove upon the borders of 
the plate for the reception of the plate extremities of the 
teeth, the rim forming the groove should be fitted and 
soldered to the base before investing the piece in plaster. 
If the alveolar ridge above is shallow, and but imper- 
fectly concealed by the lip, a rim to the plate will be in- 
admissible, as, when the mouth is opened and the lip 
retracted, as in laughing, the metallic band will be ex- 
posed to view. A rim may be fitted and attached to 
the base in either of the following ways : 

1. A strip of plate from one to two lines in width is 
adjusted to the plate with one edge resting on the un- 
covered border of the plate close to the gum extremities 
of the teeth, and the other overlapping and embracing 
the latter. The rim may consist of one entire strip ex- 
tending from heel to heel of the plate and passing rouiyl 
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the posterior molars to unite with the st;iys ; but it may 
be more conveniently adjusted by employing two pieces, 
extending from each heel of the plate, and uniting in 
front. 

2. A half-rouud wire with the edge beveled where it 
joins the ends of the teeth, forming a narrow groove, 
may, in like manner, be fitted to the plate, furnishing a 
shallow bed for the gum extremities of the teeth. A 
narrow strip of plate about the thickness of heavy clasp 
material may be substituted for the half-round wii'e. lo 
either case, the better plan is first to trace the outlines I 
of the gum portions of the teeth upon the plate with a ' 
sharp instrument; remove the wax^ and teeth from the 
plate ; draw another line a little within the first all 
round, and solder the rim to the line last drawn ; remove 
the teeth from the wax, and re-adjust the latter in its ' 
proper place upon the plate ; then fit each tooth sfepa- \ 
rately to the rim by grinding away sufficiently from the I 
end of the tooth to effect an accurate adjustment of it to r 
the socket. The ends of the teeth may be ground away ,| 
to the rim until the platinum pins freely re-enter the i 
rivet holes in tlie wax, thus restoring them to their pro- 
per position in relation to the base, 

3. Another method of forming a rim consists in swag* j 
ing a strip of plate accurately to the form of the parts to 
which it is applied. An impression in wax or plaster is i 
first taken of the gum surfaces of the teeth and exposed i 
border of the plate ; but as it will be impossible to detach 
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either wax or plaster in perfect condition, when encircling 
the entire arch, or to swage perfectly with a die so un- 
faTorably formed for stamping, separate impressions of 
the two lateral halves of the piece should be taken, — 
from these plaster models ; and from the latter, dies and 
counters ; — with these two strips of plate of sufficient 
width are swaged, each extending from the heel of the 
plate to a little beyond the median line in front, overlap- 
ping slightly at the latter point. The portions of the 
swaged strips embracing the plate ends of the teeth are 
then trimmed to the proper width, and scalloped, if 
desired in correspondence with the festoons of the arti- 
ficial gums. An upper denture rimmed in the manner 
last described, is exhibited in _ _ 

rlQ, 78. 

Fig. 78. In whatever way the 
rim is formed, when it has been 
fitted to the plate and teeth, it 
may be held temporarily in place 
with clamps adjusted at two or three points around the 
plate, and then transferred to a piece of charcoal, and 
secured by first tacking it at two or three points with 
solder. The groove may then be filled with whiting 
mixed with water or alcohol to prevent the solder from 
flowing in and filling it up ; after which small pieces of 
solder are placed along the line of union next the edge 
of the plate, and the rim permanently united throughout 
with the blowpipe ; after which the wax and teeth are 
re-applied to the plate. 
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structed and will answer every practical purpose. Fig. 
80, exhibits the application of springs to an upper and 
lower denture. 

Investing, lining, soldering, and 
fitmhing the plate. — The plate, 
with the was and teeth ini^ace, 
is nest encased in a mixture of 
plaster preparatory to lining the 
teeth and uniting them with 
solder to the base. For this purpose, plaster and 
sand may be employed, using as little of the former 
as will serve to hold the investment together during 
the subsequent manipulations. A.sbe8tos may be added, 
and is a useful ingredient. Burnt plaster, or that 
which has been previously used for investing, may 
be substituted for the sand and asbestos, adding a suffi- 
cient quantity of unused plaster to efl'ect con.solidatjon. 
Either of the combinations mentioned will suffer but little 
change in the fire, if properly managed. It is customary 
to encase the piece in the plaster mixture to the depth 
of from one-half to three-fourths of an inch, leaving only 
the lingual surfaces of the plate and teeth uncovered. 
However eomparatively free from change of form the 
best combinations of plaster may be, yet some slight 
contraction of the body of the investieiit doubtless ensues 
on the application of heat, and it is probable that so large 
and resistant a mass must tend, in some degi-ee, to pro- 
) deformity of the plate in soldering ; for, as the 
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investient contracts anil the plate at the same l 
pands when heated, a change in the fonn of the ] 
must occur whenever the force exerted by the shrinking 
plaster exceeds the expansive force of the metnl ; and 
when the peculiar form of the upper plate is considered 
we can readily conceive ho#a sliglit contraction of the 
plaster of the thickness mentioned may " warp" or 
" spring" the plate when its uniform linear expansion and 
contraction is so elTecti^'ely opposed. The change in the 
form of the base from this cause will, according to the 
author's observations, be found, in an upper plate, to exist 
on each side of the sloping walls of the palate, embracing 
the posterior half or tMo-thirds of the plate at the«c 
points, — the change manifesting itself in an inward dis- 
placement of the lateral walls of the plate midway 
between the summit of the palatal arch and the most 
depending portion of the ridge. We would surest in 
explanation of this result that, as the plaster contract« 
with suflScicnt force to carry the plate with it, the sides 
of the latter are approximated, while the palatal portion j 
is, at the same time, lifted up. Now it seems plain that , 
inasmuch as the portions of plate overlapping the ridge 
is encased in and embraced by the plaster, and as the | 
palatal portion is arched in form with its convexity pre- 
senting to the plaster and therefore self.6ustainijig in 
respect to its own peculiar form, the special configuration 
of these parts caimot suffer any appreciable change j but 
as they are forced toward the common centre ot^ 
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mass, their relation to each other is alone changed, and 
this changed relation must necessarily eventuate in a 
deformity of those parts of the plate which offer the least 
resistance to the contractile force of the plaster. In 
obedience to this necessity, the sides of the plate along 
tiie sloping walls of the palate, which from their form 
are neither resistant or self-sustaining under pressure, 
and whose inward displacement is unopposed by any 
counter-force, is projected in toward the centre of the 
palatal excavation in proportion as the borders and cen- 
tral portions are approximated, or converge in the direc- 
tion of the centre of the piece. The practical effect of 
this approximation of the lateral and posterior borders, 
and internal displacement of the plate, is to make the 
latter " bind" upon the outer and posterior borders of the 
alveolar ridge, and to throw the central portion of the 
plate from the roof of the mouth. To obviate, as far as 
practicable, any change in the form of the plate which 
may result from the contraction of the plaster investient, 
various expedients have been suggested, but the follow- 
ing will sufficiently counteract the influence of the plaster 
by permitting an unobstructed expansion and contraction 
of the metallic base. Take a band of tolerably thick 
copper plate as wide as the plate and teeth are deep ; 
bend it to the form of the plate, but large enough to leave 
a space of nearly half an inch between it and the teeth, 
the ends being united to each other back of the plate by 
riveting or otherwise. Holes are then made in the band 
19 
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at numerous pointB throughout its extent, through which 
wire is inti'oduced and interlaced on the inside ioeucha 
way as to form loops, — the latter extending in to within 
a short distance of the teeth. The plaster is then filled 
into the space between the baud and teeth eveu with lh« 
cutting and grinding surfaces of the latter ; the palatal 
surface of the plate is also covered witli plaster and Juay 
he connected with the outer portion by a very thin layer 
at the edge of the plate, or the two may be entirely di^ 
connected. The expansion of copper being very nearly 
that of gold, the body of the plaster, when heat is appUed, 
will lie carried in advance of the borders of the plate in* 
the hitter espands, while the thin portion of plaster at 
the edges of the plate will allow the central portion of 
the latter to expand with but little or no interruption. 
On cooling, the entire mass will contract together and 
assume its original form, unless warping is induced by 
other agencies acting independently of the enveloping 
plaster, as excess or unefjual distiibution of solder, irregu- 
lar heating, &c. 

It is not, ordinarily, necessary to provide by any 
special expedient against warping of the lower plate, a^ 
any slight change of form consequent on contraction will 
not materially effect its adaptation to the lower jaw, — 
its only effect being to impart to the substitute a slight 
lateral play upon the ridge. The plaster on the insid* 
of the lower piece may be cut away to the edge of the 
plate, while that external to the teeth should not be 
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added in greater quantities than is barely sufficient to 
hold the latter in place whilst lining and soldering them 
to the base. 

The plate being properly invested, all portions of the 
wax attached to the inner surface of the teeth and plate 
should be thoroughly removed with suitable instruments ; 
after which, stays are to be adjusted to the teeth. In 
reference to the method of forming and adjusting stays, 
little need be added to what has already been said when 
treating of partial dentures. One method not there spe- 
cified, consists in first fitting to each tooth separately, in 
the usual manner, a thin stay formed of platinum, which 
is temporarily fastened to the tooth by splitting and 
spreading apart the ends of the rivets with a small 
chisel-shaped instrument. The teeth are then removed 
from the investient and partially imbedded side by side 
in plaster, the platinum strips remaining uncovered. 
The plaster and teeth may then be raised to a full red 
heat with a blowpipe or by placing them in the furnace. 
ftnall pieces of gold plate, of equal fineness with the 
base, are then placed upon the surfaces of the platinum 
stays and thoroughly fused with the blowpipe until they 
itow perfectly in around the rivets, and uniformly over 
tilie snrfiice of the linings. If sufficient heat is applied, 
ibe solder will insinuate itself between the stay and 

■ 

tdefliy and thus render the coaptation of the two pierfect. 
fihnall pieces of gold plate should be added until sufficient 
tldokness is imparted to the linings. The backings are 
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then himmed smoothly and hurniBhed, when they may 
be placed back in the investment in their appropriate 
places. The linings which support the teeth may be 
united to each other laterally in sections or continnously. 
When the teeth are joined to each other throughout, a 
very small quantity of solder will be sufficient lo sup- 
port the teeth, provided it is well diffused along the 
joints uniting them perfectly at all points. 

The process of preparatory heating, eoldoring, pickling 
and finishing the plate, is the same in all respects as 
that described when treating of partial pieces, and need 
not, therefore, be recapitulated. 

In the final adjustment of the finished pieces to the 
mouth, and after any additional grinding of the masti- 
cating surfaces of the teeth necessary to perfect the an- 
tagonism has been performed, such instructions should 
be given to the patient in regard to the care and manage- 
ment of the appliances as will beat promote their imme- 
diate and successful use. The wearer should be im- 
pressed with the absolute necessity of early and prompt 
attention to any injuries inflicted upon the soft tissues 
of the mouth by the substitutes ; as much future trouble 
and annoyance, if not permanent mutilation of the parts, 
may result from neglect, but which may be readily 
averted, in most instances, by a timely removal of the 
sources of injury. To obviate, in some measure, the 
tendency to displacement of the base, which usually a(v 
companies the first use of artificial teeth, and especially 
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the upper denture, the patient may be directed, when 
dividing food with the front teeth, to press the substance 
backward and upward against the cutting edges of the 
superior incisors at the same time that the opposing 
teeth are closed upon each other, thus dividing com- 
pletely the substance seized. In reference to the mas- 
tication of food, it has been suggested to instruct the 
patient to distribute, by the action of the tongue, the 
portions of food as equally as possible on each side of 
the mouth, in this manner distributing the forces applied 
and thereby lessening the chances of lateral displacement 
of the substitute. 




CHAPTER XII. 

BS USED ra THE MANUFACTURE OF PORCELAIN 
AS APPLIED TO DENTAL PURPOSES. 

3LE mineral teeth, porcelain binoks, continuons gum 
^rial, &c., are conipo,sed of two distinct portione, — 

■ Bodtf or Baie, and Enaviel. The chief mineral sub- 
stances which compose the body, are. Silex, Felspar, and 
Kaolin. The enamel, both crown and gum, consists 
principally of Felspar. 

The various tints or shades of color ai-e imparted to the 
porcelain by certain inetals in a state of minute division 
or their oxyds, The more general properties of the 
mineral ingredients will be iirst described. 

Silex. Silex, silica, or silicic acid, is a white powder, 
inodorous and insipid. It forms the chief part of many 
familiar mineral formations, as quartz, rock crystal, 
flint, agate, calcedon, and most sands and sandstones, in 
some of which it occurs nearly pure. Silica, in its pure 
state, is insoluble in water or acids, and is infusible in 
the highest heat of the furnace ; it melts however in the 
flame of the oxy-bydrogen blowpipe, passing into a 
transparent colorless glass. Its specific gravity is 2-66 ; 
and is composed of silicon 48-04, and oxygen 51"96. 
Only the purest varieties of silex are employed in the 
manufacture of porcelain teeth. It is prepared for use 
by subjecting it to a white heat and then plunging it 



MANUFACTURE OF PORCBLAIN. 295 

into cold water, after which it is ground to a very fine 
powder in a mortar. 

Felspar. — This mineral substance occurs crystallized 
in oblique rhomboidal prisms, and is a constant ingredi- 
ent of granite, trachyte, porphyry, and many of the 
volcanic rocks. The felspathic mineral formations pre- 
sent either a pearly or vitreous lustre, and vary in color, 
being red, green, gray, yellow, brown, flesh-colored, pure 
white, milky, transparent, or translucent. Felspar yields 
no water when calcined ; melte at the blowpipe into a 
white enamel, and is unaffected by acids. It is compo- 
sed, according to Rose, of — silica, 66*75 ; alumina, 17*50; 
potash 12; lime, 1*25; oxyd of iron, 0*75. It is found 
in various localities throughout the United States, the 
purest and whitest kinds being employed in the manu- 
facture of mineral teeth. It is prepared for use in the 
same manner as silex. 

Felspar, from its ready fusibility, serves to agglutinate 
the particles of the more refractory ingredients, silex 
and kaolin ; and when diffused throughout the mass im- 
parts to the porcelain a semi-translucent appearance. 

Kaolin. — Kaolin, or decomposed felspar, is a fine 
white variety of clay, and is composed chiefly of silica 
and alumina, the latter being the characteristic ingre- 
dient of common clay. It is found in various localities 
throughout the Eastern States, and in parts of Asia and 
Europe. Kaolin is refractory or fire-proof, but is ren- 
dered more or less fusible by the contaminations of iron 
and lime with which it is usually combined. The opaque 
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and lifeless appearance characteristic of the earlier manu- 
facture of mineral teeth was due to the introduction of 
(I relatively large proportion of this clay into the body 
of the porcelain. The peculiar translucent and life-like 
expression which distinguishes the beautiful imitations 
iif the present day. is due, in great part, to the compa- 
ratively sniiUl proportion of kaolin clay, and an increased 
amount of the more fusible and vitreous component, 
felspar. 

Kaolin is prepared for use by washing it in clean 
water ; the coarser particles having settled tfl the bottom, 
the water holding the finer ones in solution is poured 
olF. and when the suspended clay is deposited at the 
bottom of the vessel, the water is again poured off, and 
the remaining kaolin dried in the sun. 

Coloring! materiah. — The following metals and oxyds 
are employed in coloring mineral teeth ; titanium, platina 
sponge and oxyd of gold being those chiefly used in 
producing the more positive tints, and by combining 
which in varying proportions, any desired shade of color 
may be obtained. 



Ould in & stele ufmbuleili' 

Oijd of gold, 

PUtiiift npuDge and titiugs. 

Oiyd of titanium. 

Purple of CuBsiun. 

Oi>d of uranium, 

Oijd ol' mtnganese. 

Ox;d of cobalt, , 

OiydofflilTer. . 

Oi;d of i\ 



RosB rod. 
Bright rose re<). 
OnijiHli blue. 
Bright jellow. 
Ro»e purplo. 
Oreoniih yellow. 
Purple. 
Bright blue. 
Lemon yellow. 
LcmOD yellow. 



J 
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Ab the preparation of most of the above colors requiree 
great care, and a somewhat intimate knowledge of 
chemistry, and as the most delicate manipulations are 
necessary to secure accurate and satisfactory results, it 
is better for the mechanical operator to procure the 
coloring ingredients already prepared from some compe- 
tent chemist, rather than attempt their production him- 
self. For a particular description of the various modes 
of preparing them, the reader is referred to Piggot's 
" Dental Chemistry and Metallurgy," and other works 
treating fully of the subject. 




PORCELAIN BLOCK TEETH. 

The fabrication of porcelain block teeth constkiitej! ft 
somewhat distinctive branch of practical dentistry, and 
from the delicate nature of the manipulations and long 
experience necessary to attain to any considerable degree 
of excellence in the various pi-ocesses connected with 
their manufacture, their construction is seldom attempted 
by those engaged in general practice. A practical know- 
ledge of the process, however, becomes, in some measore, 
Indispensable on the part of those who cannot conve- 
niently command the services of an experienced block- 
workman, inasmuch as cases are constantly occurring in 
practice, especially those connected with the replacement 
of partial sets of teeth, in which it is impossible to fulfill 
eflSeiently the requirements of the case with single gum 
teeth, but which may be accomplished in the most per- 
fect manner by means of porcelain blocks constructed 
with special reference to the condition of the parts to be 
supplied. The process is applicable as well also, to full 
arches in the form of sectional blocks. In any case, the 
impracticability of readily or successfully repairing them 
when broken or otherwise injured, must always Umif 
their use, in a great degree, to those otses that do not 
admit of other equally satisfactory means of substitution. 
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A description of the general properties of the several 
ingredients^ earthy and metallic, used in the formation of 
block teeth, has already been given in the preceding 
chapter. The method of compounding and preparing the 
materials will next be given with various approved re- 
cipes for body and enamel. 

Compimtion and preparation of the body. — The porcelain 
paste for the body of block teeth may be compounded 
from either of the foUovdng formulas. There are a great 
variety of recipes, differing more or less in the propor- 
tion of the component ingredients, but the following will 
be found to answer every practical purpose, and are such 
as are generally employed at this time by experienced 
block-workmen. 





NO. 


I. 


Na 


III. 


Delaware i 


spar. 


12 oz. 


Spar, 


12 oz. 


Silex, . 


• 


2 oz. 8 dwts. 


Silez, 


2 oz. 8 dwts. 


Kaolin, . 


• 


7} dwts. 


Kaolin, . 


12 dwts. 


Titanium, 


• 


18 to 36 grs. 


Titanium, 


24 grs. 




NO. 


II. 


NO. 


17. 


Delaware i 


Rpar, 


16 oz. 


Spar, 


8oz. 


Silez, 


• 


3}oz. 


Silez, 


1} oz. 


Kaolin, . 


• 


i oz. 


Kaolin, . 


4 dwts. 


Titanium, 


• 


20 to 60 grs. 

NO. 

Spar, 
Silez, 
Kaolin, 
Titanium, 


Titanium, 

V. 

2 oz. 
8 dwts. 
2 dwts. 
4 grs. 


22 grs. 



The titanium is first ground in a mortar until reduced 
to an impalpable powder ; the silex is then added and 
ground from one to three hours, or until there is no per- 
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ceptible grit : after whiiih the kaolin is added and 
thoroughly ground; and lastly the spar, adding small 
portions at a time, and grinding the whole until perfect 
comminution and intermixture of the several ingredients 
are effected, say fi'om half an hour to an hour. The in- 
gredients may be ground dry or in water, — ^in the latter 
case a sufficient quantity of clean rain water should he 
added, from time to time, to form a mixture of about the 
consistence of thick cream. After sufficient comminu- 
tion is effected, the surplus water may be abstracted by 
pouring the mixture upon a clean dry slab of plaster of 
Paris. When it acquires about the consistence of thick 
dough, it should be beaten with a wooden mallet or 
thrown repeatedly and forcibly upon a marble slab, and, 
if prepared in quantities for future use, it should be pre- " 
served in its plastic state by confining it in a closely 
stopped earthen jar. When ground dry, the materials 
are prepared for immediate use by adding to the powder 
clean rain water in sufficient quantity to form a thick 
paste ; it is then well beaten on a porcelain or marble 
slab, and pressed, just before using, between folds of 
cloth to expel perfectly all particles of air that may be 
confined in the body of the paste. 

Compomtmi and preparation of crotvn enameU. — The 
enamel, which forms the external covering to the crowns 
of porcelain teeth, is composed whoDy of felsparwith such 
coloring matters as serve to communicate to it the vanoos 
tints or shades of complexion characteristic of the natural 
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organs. The more positive tints, grayish-blue and yel- 
low, are produced by titanium, platinum sponge, and 
oxyd of gold ; intermediate colors being produced by 
varying the special combinations of these ingredients. 

The following recipes will furnish various tinted 
enamels, the varieties of grayish blue being applied to 
the points or coronal extremities of the teeth — the yellow 
to the necks ; the two colors being so blended when ap- 
plied as to run imperceptibly into each other. 





GRATISH-BLUE ENAMEL. 




NO. I. 






MO. III. 




Spar,* 


. 


2 02. 


Spar, 


2oz. 


Platina sponge, 


. 


Igr. 


Platina sponge, 


Jgr. 


Oxjdofgold, . 


. 


Jgr. 


Oxyd of gold, . 


1 gr. 


MO. II. 






MO. IV. 




Spar, 


. 


2oz. 


Spar, 


2oz. 


Platina sponge, 


. 


Jgr. 


Flux,t . 


24 grs. 


Ozjd of gold, . 


. 


Jgr. 
YELLOW 


Platina sponge, 

ENAMEL. 


Jgr. 


MO. I. 






MO. III. 




Spar, 


. 


2 OS. 


Spar, 


2oz. 


Titanium, 


• 


lOgrs. 


Titanium, 


16 grs. 


Platina sponge. 


. 


Jgr. 


Platina sponge, 


igr. 


Oxjdofgold, . 


• 


Jgr. 


Oxyd of gold, . 


igr. 


MO. II. 






MO. IV. 




Spar, 


. 


2oz. 


Spar, 


2oz. 


Titanium, 


. 


Ugrs. 


Flux, 


20 grs. 


Platina sponge, 


• 


i gr. 


Titanium, 


10 grs. 


Ozjd of gold, . 


. 


igr. 







* The Boston spar is preferred on account of its greater fusibility. 

t Flux is composed of silex, 4 oz. ; borax, 1 oz. ; sal tartar, 1 oz. ; these 
are ground to an impalpable powder and packed in the bottom of a clean, 
light-colored crucible. A piece of fire-clay slab is then fitted into the top 
of the crucible and luted with kaolin clay. It is then exposed to the 
heat of a furnace until completely fused, when it is remoTcd, and when 
cold the crucible is broken, all foreign particles or discolored portions 
thoroughly removed, and the remainder well pulverized. 
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In componnding enamels from the foregoing recipe?. 
the coloring ingredients should first be ground to a verv 
fine powder with five or six dwts. of the spar; the re- 
maining portions of the latter should then he added, a 
little at a time, and ground for half an hour or more. 
The shades of color may be \aried almost indefinitely 
by changing the proportions of the coloring mntter. 



OElAnsH-BLUE G»AM 



spar, . Ira. spar, . . . 1 o». 

Blue frit,* 5 grs. Yellow frit.t . . 4 grs. 

Gold miiturc.I 20 gw. 

Composilifm and preparation of gum enamels. — Either 
of the following recipes will furnish a good gum enamel, 
and may be used in connection with any of tlie composi- 
tions for body heretofore enumerated. 



Gum frii. No. 1, 3 dwts. Gum IVii, No. £, a dwu. 

Spar, . to 12 diru. Spar. . 3 tu 18 dwtt. 

It is recommended, in order to impart a. granular 
appearance to the gum, to grind the spar somewhat 
coarsely ; any required shade or depth of gum color 

* BUitj'rit is cDiiipoaeJ ot"t.|>Br, \ oi. : pliniou *poDge, 4 dirU.; powJw 
very finelj, luakn up into a. boll with water, ond fuse Terj aligbily npoa 
ft slide in a furuuL'o, It Ik llien plunged into water irhiie hot, and wheo 
dry, Bnely pulverized. 

t Teltovifrit is made by mixing intimately \ ot. of Kpar with 2d<*l». «f 
titsoiuin. nnd heating lis above. 

I G<'>A mixture is prepared by dinsolTing 6 xrs. of pnn> gold in ofwi 
regui, aod tlicn sliring in 12} dwls. of very finely ptilroriied Bpir, WlwB 
oeiirly dry, it is formed into u ball nnd fa«ed upon b itlide. and Ihw 
coarsely pulveriied. 
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being obtained by varying the proportions of the frit, — 
the latter containing the coloring ingredients. 

Gum Fritj No. 1, is composed of felspar, 700 grs. ; 
flux, 175 grs. ; oxyd of gold, or metallic gold in a state 
of minute division, 16 grs. 

The above are ground in a mortar for five or eight 
hours, or until they are reduced to an impalpable powder ; 
they are then packed in the bottom of a clean Hessian 
crucible coated on the inside with a thin mixture of 
pulverized silex, and on the outside with kaolin. A 
piece of tile or slab is then luted with kaolin to the top 
of the crucible, when it is placed in the furnace for from 
one to two hours, or until complete vitrification is effected. 
It is then removed and, when cold, the crucible is broken 
and all traces of adhering silex ground off; it is then 
broken in pieces and ground until it ^vill pass through a 
sieve. No. 9, bolting cloth. 

Gum Frit, No. 2, is composed of spar, 700 grs. ; flux, 
175 grs. ; purple cassius, 8 grs. 

The purple cassius is first thoroughly ground in a 
mortar, after which the flux is added in small quantities 
at a time, then the spar in the same manner, grinding 
until perfect comminution and intermixture of the several 
ingredients are effected. It is then packed tightly in 
the bottom of a clean white crucible, the inside lined 
with silex and a slab luted to the top, as before, and the 
whole exposed to a heat sufficient to fuse perfectly. It 
is then removed from the fire, and when cold, all foreign 
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secured, the wax rims attached to each other, and the 
median line of the mouth indicated on the wax, and 
being removed from the mouth, an antagonizing model 
procured in the same manner as described in a former 
chapter. 

Afdagonizing model for an entire upper denture with the 
natural teeth of the opposinff jaw remaining. — ^A rim of 
wax, half an inch or more in width, is attached to the 
ridge of the plate and the latter placed in the mouth. 
The patient is then directed to close the jaws until 
the cutting edges and grinding surfaces of the teeth of 
the opposing jaw are fairly imbedded in the wax. The 
piece is then removed from the moiith and the wax rim 
detached from the plate by holding the latter for a 
moment over a spirit-flame. The wax is then placed 
upon a strip of paper with the side indented by the teeth 
looking upward, the surface of the wax oiled and a 
batter of plaster poured upon it, filling the imprints of 
the teeth and running back an inch and a half or more 
behind the wax^ raising the plaster to a level of half an 
inch above the wax. When the plaster is suflBciently 
condensed, it is turned over, the wax removed without 
fracturing the plaster teeth, and a crucial groove made 
in the surface of the model posterior to the teeth. This 
constitutes the lower section of the antagonizing model, 
and is a representation of the teeth of the lower jaw. 
The upper section is next obtained in the following 
manner. A second rim of wax, in width equal to the 
20 
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required length nf the teeth, is adjusted to the plate tis 
before and placed in the mouth. The exact contour and 
fullness of the arch required i^j then given to the external 
or labial surface of the wax draft, and the lower edge out 
away until the required approximation of the jaws is 
secured and the points of all the teeth remaining below 
touch the wax at the same instant. The patient is 
now required to close the jaws gently upwu each other 
until a slight indentation is made in the wax by t^e 
opposing teeth ; the median line of the mouth is then 
marked upon the wax and the pUite removed. The plat* 
and wax are now adjusted to the lower section of the 
model, the points of the plaster teeth being received into 
the indentations in the wax made by the natural teeth. 
The upper and posterior surface of the lower section of 
the model having been varnished and oiled, and the 
exposed surface of the plate also oiled, a mixture of 
plaster is poured in ui)on the latter and back upon the 
model, raising the whole to a level of half an inch above 
the plate. The two sections, when the latter portion of 
plaster has consolidated, are then separated, reserving 
the lower part of the antagonizing model for future use. 
Forming a matrix for molding the body preparatorff to 
carving the teeth. — As the process of forming a matrix in 
which to mold the porcelain paste, giving the general 
form and outlines to the blocks before carving the teeth, 
is the same for an upper and lower denture, it will be 
sufficient to describe the method as it relates to the 
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superior arch, A matrix for an entire denture above or 
below, whether coueisKng of three, four, or six blocks, 
is ordinarily made to consist of three distinct pieces 
independently of the plate and model, and is construct- 
ed in the following manner. Three conical-shnped holes 
are made in the sides of the model, one in front ami one 
on each side, to furnish a fixed articulation for the three 
sections forming the external walls of the matrix. 
The appearance of the model when thus prepared, with 
the plate and wax rim in place, is exhibited in Fig, 81, 
The aides of the model i^nd fig. si, 

external face of the wax are 
now oiled, and both surfaces 
covered with a batter of plaster 
to the depth of a fourth or a 
half of an inch, extending from 
the base of the model to thn 
lower edge of the wax. iiml 
posteriorly about hall' way on 
each side of the model to form 
a matrix for the front block, 
or the two anterior blocks, if 
the arch is made to consist of more than three sections. 
Supposing the wax removed from the plate and this 
front piece in place, the several parts will present the 
appearance shown in Fig, 82. The plaster rim forming 
the external wall of the front block being removed, 
r is again added, as before, to the outer surfaces of 
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Moldhig the porcelain paste preparatory to carving the 
teeth. — In the process of constructing an entire denture, 
It is impracticable, owing to the shrinkage of the body, 



ma 




to form a single continuous block or full arch without 
materially changing its relation and adaptation to the 
tnetaUic base, and also to the natural organs io cases 
where the latter are remaining in the opposite jaw ; hence 
it is customary, as before intimated, to divide the arch 
into sections, — usually three ; a central front block 
embracing the incisors and cuspidati, and two lateral 
blocks including the bicuspids and molars on each side ; 
or the denture may consist of four blocks, dividing the 
arch between the central incisors, and also between the 
first and second bicuspids on each side ; making the two 
anterior blocks to consist each of a central and lateral 
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incisor, a cuspidiitus and anterior bicuspid, uiirl the 
post«rior blucks of the second bicuspid and the two 
molars. Again, the arch is sometimes divided into six 
blocks, — an anterior embracing the central and lateral 
incisor and cuspidatus, a central comprising the bicuspids, 
and a posterior including the molars. If constructed in 
three sections, as is ordinarily the cose, the front block 
should be molded and carved first. The material for the 
body, W in a dry state, is mixed with a suflicient quanti- 
ty of clean rain water to form a thick batter and mixed 
thoroughly in a mortar. It should then be poured upon 
a dry slab of plaster of Paris, and when the excess of 
water is absorbed, removed and well beaten with a spar 
tula on a marble or porcelain slab until it assumes a 
somewhat pasty form ; it may then be well pressed be- 
tween folds of cloth to force out any remaining portions 
of confined air. The plaster rim forming the matrix for 
the front block is now adjusted in its proper position to 
the model, and its inner surface, as well as that of the 
plate, oiled ; the porcelain paste is then packed into the 
matrix as compactly as possible, filling it even with the 
upper edge of the plaster rim. When the paste has been 
worked in as solidly as possible, patting it with the fingers 
or suitably formed instruments as successive portions are 
added, it should be trimmed even with the edge of the 
plaster rim and the palatal surface cut away to near the 
thickness required for the teeth included in the block, 
leaving it somewhat thicker, however, to compeasate fur 
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the shrinkage of the body, and to nllow for small portions 
T^hich will be cut away in carving the teeth. The plaster 
rim forming the external border of the matrix is now 
loosened by tapping gently upon the model and then 
carefully removed. The mark upon the model, showing 
the mesial line of the mouth and indicating the proper 
position of the central incisors, is then extended across 
the block, tafter which the width of each adjoining tooth 
is lined off, making each one as much broader than will 
be required in the finished piece as the porcelain compo- 
sition will shrink in baking, — this, in a block embracing 
the six anterior teeth, will be equivalent to about one- 
ihird or one-half the width of a bicuspid on each side. 
If the case is one requiring a full denture above and 
below, the operator should next proceed to mold the 
front block for the lower arch in the same manner as 
described for the upper. The two sections of the antago- 
nizing model are then placed together, and the proper 
relative width for the lower teeth indicated upon the 
inferior block, — the drawn lines upon the upper block 
serving as a guide. The points to which the posterior 
extremities of the front block extends on each side of the 
plate should be marked upon corresponding points of the 
model above and below to enable the manipulator to de- 
termine how far the side blocks should be extended 
anteriorly when molding the paste for the latter, — ^the 
marks upon the model being subsequently transferred 
to the lower edges of the lateral sections of plaster con- 
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cerned in the formation of the side matrices. Before 
removing (hp front blocks from the plates preparatory to 
carving the teeth, the surface of the paste may he dried 
somewhat by throwing upon it, with the blowpipe, a broad 
spreading flame from a spirit kmp. The blocks are then 
carefully detached by rapping lightly upon the model, 
assisted by gentle traction with the fingers. The frout 
blocks being removed from the upper and lower plates, the 
side sections of jilaster concerned in the formation of ibv 
posterior matrices are adjusted to the model, and, being 
oiled, the paste filled in as before described, extendtup 
each block forward beyond the point occupied by the 
cuspidatus of the front block a distance equal to about 
one-third or one-half of the width of the latter. These 
are then cut away even with the edges of the plaster 
rims and trimmed on the palatal sides, leaving them 
somewhat thicker than will be required for the bicuspids 
ami molars. The plaster walls of the matrices jiro then 
removed ; the two parts of the articulating model placed 
together, and the relative width and position assigned tii 
the upper and lower teeth by drawing lines across the 
external surface of the blocks. They are then separately 
removed from the plates in themanaer before described, 
and the necessary additional portions of jiastc added to 
the grinding surfaces to compensate for the contraction 
of the body in baking. In constructing a full upper 
denture witli all or a portion of the natural organs re- 
maining below, the proper width to be given to the upper 
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teeth as well, also, as the required relation or antagonism 
of the artificial with the opposing natural teeth, may be 
readily determined by applying the lower portion of the 
antagonizing model representing the teeth of the under 
jaw, and marking upon each block, as it is being molded, 
the necessary width and position of each tooth above,—- 
being careful to make allowance for shrinkage by adding 
to the length, width, and thickness of each block as much 
as will compensate for the contraction of the body. In 
every other particular, the process is conducted in the 
same manner as heretofore described. 

Carving the teeth. — The teeth are first separated by 
drawing between them a thread attached to a small bow, 
and it may be observed in this connection that the most 
careful and delicate manipulation is required in handling 
the blocks while carving to prevent portions of the paste 
from crumbling away, a tendency that may be counter- 
acted, in some measure, by moistening the paste occa- 
sionally with a little water taken up on the point of the 
carving knife. The general outline of each tooth having 
been traced upon the exterior surface of the block with 
the point of the instrument, the operator proceeds next 
to give the distinct and characteristic form to the crowns, 
and the harmonious and agreeable efiects produced will 
depend upon the fidelity with which the manipulator 
copies nature in the form and arrangement of the teeth. 
The requirements of individual cases are too varied in 
their nature to admit of specific directions in respect to 
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(ketr fortnation, — a careful study of the modi6etl forms 
of the natural organs, L-ombined nitli some tlcgree of 
Banipuiative tact, will enable any one, after sufficient ex- 
perienoe. to attain to satiafiictory results in this particular. 
Afler the teeth are formed, aud the Jtody of the block is 
redaced to the required thickness, superfluous portiomi 
exteDding from the ends of the block should be cut away. 
feaviiig enough, however, projecting to allow for grinding 
when jointing and adjusting the sevei-al blocks to the 
Fin. sj. metallic base. Fig. 84 

exhibits the general form 
of the blocks when carded, 
showing also the platinum 
inns, but which are not usuaUy attached to the blocks 
WkUl after the tatter are first biscuited. 

Gucing. or BiscttUing. — Tiie blocks being caned, are 
■«xt pbwed on a fire-clay slab with their palatal surfaccH 
r oD a beil of silex. As soon as the paste lias 
* thoroughly dry. the slab may be gi'adually inlro- 
B Uk undlle of a baking furnace, {Fig. 10,) and 
o a ftdl red heat until semi-fusion of the body 
This partial vitriQcation of the body serves 
tt th« particles of the compound and is termed 
^Vhen removed from the furnace, 
t ^ft» pbdiua pins sbould be introduced into (ho 
r vpftyioc the gum and crown enamels, and 
' lowing miinner. One or two 
; require, are drilled into the 
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body of the block immediately behind and below the 
crown of each tooth, extending about half-way through 
the block ; into these, platinum pins or wires are intro- 
duced, a bead being formed to the end of the pin entering 
the block. A small portion of the body composition, 
mixed with water to the consistence of thin cream, is 
then worked into the hole around the pin with a sharp- 
pointed carving knife or camel's-hair brush, its intro- 
duction being facilitated by first immersing the block in 
water immediately before inserting the pins. 

Application of the crown and gum enamels. — The gum 
enamel is applied first, the material being first prepared 
by mixing the gum composition with sufficient clean rain 
water to form a batter of about the consistence of thin 
cream. This is then taken up with a camel's hair brush 
and applied uniformly to all parts of the external suiface 
of the block representing the natural gum. It should be 
applied very carefully to the necks of the teeth, forming 
a neat and well-defined festoon at these points. In ap- 
plying the crown enamel to the labial surfaces of the 
teeth, it is customary, in imitation of the natural organs, 
to so distribute the more positive tints as to give to that 
portion of the crown representing the neck of the tooth 
a somewhat yellowish hue, and to the points, a grayish- 
blue tint. To effect this, the material for the yellow 
enamel, reduced to the consistence before mentioned, is 
first applied to the necks, uniting it carefully with the 
gum enamel; and afterwards the grayish-blue to the 
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points, extending it a little below the cutting edges of 
the incisors, and the cUBps of the cugpidati, bicuspids, 
and molars, giving to the teeth, at these points, a trans- 
lucent appearance. It is only the external and lateral 
surfaces of the teeth that are enameled, the palatal sur- 
faces remaining ungliized. The yellow and blue enamels 
should be so blended when applying them to the crowns 
that the one shall fade away imperceptibly into the 
other. 

Final baking. — The enamehng completed, the blocks 
are placed upon a bed of siJex on a slide, and the latter 
carefully and slowly introduced into the mouth of the 
furnace. The fire should then be urged to a clear white 
heat, and when perfectly dry, the blocks should be car- 
ried with the slide into the body of the muffle, and the 
mouth of the latter closed tightly with a fire-clay plug. 
Some knowledge of the requisite degree of heat and time 
necessary to effect perfect fusion of the ingredients com- 
posing the blocks is required, and these are ordinarily 
well known to experienced block-workmen, but those 
imaccustomed to the process will better determioe the 
completion of the baking by introducing into the muffle 
along with the blocks a small portion of the body covered 
with enamel attaclied to one end of a platinum wire, the 
other passing through a small stopper fitted to the centre 
of the plug closing the end of the mulDe, and which may 
be removed and the wire withdrawn from time to time 
to observe the eQ'ect of the heat upon the test piece. 
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When this is seen to be perfectly fused, as evidenced by 
a uniform glossiness of the surface, the slab should be 
drawn to the mouth of the muffle, the draft cut off, and 
the blocks allowed to cool gradually with the furnace. 
In place of using a test piece, however, it will answer 
the purpose to withdraw the slide to the mouth of the 
muffle occasionally, where it may be readily inspected 
and the progress of baking noted. When sufficiently 
cool to be taken in the hand, the blocks are • removed 
from the furnace. 

Fitting and (Utaching the blocks to the metallic base. — On 
applying the blocks to the plate, it will be found that a 
greater or less change of relation between the two has 
occurred in the process of baking, so that the base of 
the former will not fit the portion of the plate on which 
they rest as accurately as when first molded. It will, 
therefore, be necessary, when adjusting each block, to 
grind away somewhat from the base of the latter until 
the coaptation of the two surfaces is as perfect as prac- 
ticable. The several blocks should also at the same 
time be accurately united to each other laterally, grind- 
ing away from the ends, and approximating the sections 
as the articulation of the opposing dentures may require 
to effect a proper and efficiAit antagonism, and which 
may be determined by the use of the antagonizing model 
employed in molding the blocks. After the blocks are 
fitted, and the t^eth antagonized, and before uniting the 
former permanently to the plate, a rim should be formed 



^idiitefced«»Ae ha^iis «f tke metallic base to form n 
aaAel fer Ae jimm ^^iM^miHtm tf the blocks nnd nhich, 
I ^ ■■iiiiiii of the pUte. should be 
■ Ihe bed vt the ktter on each siilp and 
■■ienaAiBBsae with die hami or liaing on the patntal 
ades tf Ae tastk. The BtBcer of formiog and attach- 
mg &e rim 4»ts sat Affer from the method heretofore 
J miifcml ■ MHBee&amth foil dentares coDStnicted of 
wgle pm teetk, aod to which the reader U referred. 
The rin fitted, a&d the falorkr replaced, the whole is in- 
Tested ID the Qsoal ny. the wax remoixd froDi the 
plate, and a contutooos hand or lining adjosted to eacb 
block. The hitter is accomplished by first cutting a pat- 
tern of the band from sheet lead of the length of the 
block, and of the required width, trimming the edge ap- 
plied to the plate in such a manner that when adjusted 
to the backs of the teeth it will lie in nniform contact 
with the base ; this is then pressed against the pins with 
sufficient force to perforate it. The lead pattern is 
then placed upon a strip of gold of the required thick- 
ness, nnd the counterpart of the pattern cut from the gold 
plate, marking, at the same time, the points to be per- 
forated for the platinum rivets. This is then pierced 
with a plate-punch, and Rie strip bent to the proper 
curve and applied to the block, when it is bound to the 
latter by splitting and spreading apart the ends of the 
rireta. A band is thus apphed to each block. Solder 
died nioiig the joints, and over the pins, and 
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all parts united with the blowpipe in the usual manner. 
The piece is then finished up the same as ordinary 
gold work. Fig. 85 exhibits Pio, ss. 

a palatal view of an upper set 
of block teeth mounted on a 
metallic base. When skill- 
fully executed, the finished 
work presents a beautiful and 
highly artistic appearance. 
The application of sectional porcelain blocks to the neces- 
sities of mechanical practice is being greatly extended in 
connection with the " Vulcanite base." and, to a more 
limited extent, with the " Cheoplastic" method of mount- 
ing teeth. Their construction, however, is modified 
somewhat by the requirements of these special pro- 
cesses, and as made for the latter, are of such approved 
manufacture, and are supplied in such abundance and at 
80 reasonable a cost by all the principal dental furnishing 
establishments, that the general practitioner, we appre- 
hend, will ordinarily find it more convenient and econo- 
mical to purchase rather than manufacture them himself. 



CHAPTER XIV. 

DNITINO SINGLE PORCELAIN TEETH TO EACH OTHER AND 
TO A METALLIC BASE WITH A FUSIBLE SILIGIOUS 
COMPOUND FORMING A CONTINUOUS ARTIFICIAL GUM. 



The process of uniting single mineral teeth to each 
other and to a metallic base by means of a porcelain 
cement, was practiced as early as 1820 by Delabarre of 
Paris, France, but with such imperfect and unsatisfactory 
results as induced its early abandonment. Entertaining 
a con\'iction of the practicability of the process, Dr. 
William M. Hunter, a dental practitioner of Cincinnati, 
Ohio, whilst engaged in endeavoring to overcome the 
shrinkage incident to the baking of porcelain " blocks." 
attempted, at the same time, a revival of Delabarrc's 
method, and in 1844-5 commenced a series of experi- 
ments with a view of obtaining a minenil compound 
which would vitrify at a heat much below that employed 
by Delabarre, and the contraction of which should 
correspond so nearly with that of the platinum base to 
which it is applied, that the shrinkage incident to baking 
should, in no material degree, conflict with the practical 
utility of the work in the mouth. These experiments 
were attended with such success that, prior to 185U, Dr. 
H. had the satisfaction of submitting the work to a 
practical test in the mouths of patients, and with suih 
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results as furnished abundant encouragement for further 
trial of its capabilities. Although the mineral compounds 
prepared by Dr. Hunter prior to 1849 required much less 
heat to vitrify them than those used by Delabarre, and 
could be safely employed in connection with teeth of 
American manufacture, yet, for several reasons, the heat 
required was esteemed inconsistent with their ready and 
successful manipulation under the varying requirements 
of practice. In 1849, Dr. H., with the aid of certain 
recipes which came into his possession at that time, and 
which opened to him new fields of experiment, wiis 
enabled to produce various mineral cements which, flow- 
ing at the melting point of pure gold, and possessing the 
various requisites of a gum representative, obviated, in a 
great measure, the inconveniences and disabilities which 
had been found to attend upon the use of the more 
refiractory compounds before employed. Dr. H., the 
author is informed, is now engaged in perfecting a gum 
material which flows at a still lower (nearly that of coin 
gold) heat, but deems it judicious to withhold it from 
the profession until the process is more fully matured. 
In addition to the manifest convenience and advantages 
to be derived from the use of mineral cements flowing at a 
low heat, not only in reference to the construction of the 
work in the first instance, but for repairing purposes, 
they likewise greatly enhance the practical value of the 
work by enabling the operator to preserve unimpaired 
the unity of the several parts of the metallic base after 
21 
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final fusion of the gum material. It is a fact well known to 
practical manipulators in continuous gum work, that the 
fusion of mineral cements requiringfor their complete \itri- 
fication a temperature much above that required to melt 
pure gold results in the partial, if not complete, dissipation 
of the gold used as a solder ; so that however perfectly 
the various parts of the metalUc framework are united, 
or however substantially constructed before fusion of the 
gum material, the integrity of the union is partially or 
wholly broken up in the finished piece by the absorption 
of the gold solder. 

Toward the ultimate development of the above pro- 
cess, Dr. John Allen, fonnerly a resident dentist of 
Cincinnati, has also largely contiibuted, and who, expe- 
rimenting cotemporaneously with Dr. Hunter, succeeded 
in obtaining letters patent in 1851 for an "'improvement 
in setting mineral teeth ;" — from which circumstance, 
more than any well-established claim to priority of dis- 
covery, the method has come to be known as '"Aliens 
continuove gum work." The gum materials compounded 
from his original published formulas have undergone 
manifest improvement, but as now manufactured by E. 
& L. Roberts of New York City, they are exceedingly re- 
fractory, and require careful manipulation in baking. A 
more fusible ingredient is compounded for repairing pur- 
poses. The present formulas now used in preparing the 
above cements, the author has not been able to coramaiirl, 
but the latter are largely manufactured by the above fimi, 
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and may be procured at all the principal dental furnish- 
ing houses throughout the United States. 

The method of constructing full and partial dentures 
as commonly practiced in connection with the use of 
Allen's material, will be first described, after which the 
manner of manipalating Dr. Hunter's compounds, as de- 
scribed by him in 1852^ together with his published 
formulas, will be introduced at the conclusion of the 
chapter. 

The porcelain cement, which serves to unite the teeth 
to each other and to the platinum base, is composed, 
like single gum and block teeth, of what is technically 
called the Base or Body^ which constitutes the main or 
basement portion of the artificial gum ; and Gum Enamel, 
which forms an external and superficial covering to the 
base^ conmiunicating to the body the various hues or 
tints characteristic of the natural gums. 

Metallic Base. — Whenever the porcelain body is united 
by direct fusion with the metallic base, the latter should 
be constructed of platinum, as this is the only metal 
which will withstand the heat necessary to vitrify the 
cements in common use. Platinum, both from its 
infusible nature and comparative exemption from con- 
traction, is admirably adapted to this process ; and did 
it possess the stiffness and elasticity of ordinary gold 
plate, its suitableness would be still farther enhanced. It 
is not improbable that at no very distant period, as before 
intimated, porcelain cements sufficiently fusible, and pos- 
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sessing otherwise the necessary requisites, vrill be 
compounded justifying the employment of gold alloyed 
with platinum as a base ; — at present, gold or its alloys 
can only be used in connection with this process in 
those cases where the teeth are united in sections or 
entire arches independently of the plate base, being suh- 
scqueutly attached to the latter either by riveting or 
with the use of solder. 

The thickness of plate used ivill be determined some- 
what by the form of the palatal vault, and the manner 
of constructing the metallic base. Ordinarily No. 30 
plate may be used : — if, however, the arch is shallow 
and broad, increased thickness should be given to it. 
On the other hand, if the arch is deep and marked by 
prominent ruga or other sharply-defined irregularities of 
surface, a plate somewhat thinner than that specified may 
be employed ; and if the plate is doubled in the centre and 
the space filled in with gum material, plate No. 32 or 33 
will suffice. In all cases, the perfect integrity of the 
piece requires that the absorption of the ridge shall be 
complete, otherwise no practicable thickness of a single 
lamina of platinum will, on account of the soft and'piiant 
condition of this metal, provide perfectly against fracture 
and deformity in mastication. 

It is unnecessary to repeat in this connection what 
has already been fully described in regard to impressions 
of the mouth, or the manipulations connected with the 
formution of plaster models and metallic swages; these 
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processes being eissentially the same as in the construc- 
tion of ordinaryjpld work. Whenever a rim is to be 
formed to the boraer of the plate extending from heel to 
heel of the latter, and this is to be accomplished by 
swaging, the model should be shaped as described in 
connection with Fig. 23. If it is designed to enamel 
the entire lingual surface of the plate, (a method now 
commonly practiced,) the shoulder upon the model 
should be extended across the heel of the latter from 
each extremity of the ridge on a line with the posterior 
border of the hard palate, to form a groove in swaging 
similar to, and continuous with, that on the outside of 
the ridge. The edges thus turned in swaging will flare 
more than is required, — the operation must, therefore, 
be completed by carefully turning them over sufficiently 
with the pliers. In place of swaging the rim, however, 
it may be formed by fitting and soldering along the 
border a narrow plain strip of platinum, extending it as 
before, if desired, across the posterior edge of the plate. 
Or a triangular piece of wire may be soldered on, the 
edge presenting to the gum being beveled somewhat so 
as to overhang the base slightly, thus forming a shallow 
groove. The border to the palatal portion of the gum 
at the heel of the plate is sometimes formed in swaging 
by adjusting a wire across the heel of the model, which 
will be transferred to the plate in the form of a ridge. 
The latter should be raised a line or more from the 
posterior border of the plate, and should incline gradually 
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to the edge, while the anterior sarface should present 
abrupt shoulder to the margiuB of theffum enamel. 

The process of forming the rim is sBmetimcs deferred 
until after the first portion of the body is baked, and 
before the gum enamel is applied. In this case, the 
borders of the plate, to the depth of from a Une to a 
line and a half, are left uncovered by the base ; after 
the latter has been baked, the uncovered margins are 
turned over upon the body with pliers and burnisher, 
and the gum enamel afterwards applied flush with the 
edge or surface of the rim. 

In whatever way the rim or socket is formed, it b 
practically of the first importance that the exact dimen- 
sions of the plate required should be ascertained before 
the groove is formed, as it will be impossible to subse- 
quently diminish the extent of the borders without, to 
some extent, impairing the integrity of the finished work. 
The mouth, therefore, should be carefully examined, and 
the precise location, extent and fullness of the muscles and 
integuments along the external borders of the ridge above 
and below, the glands underneath the tongue, and the 
extreme boundcriee of the hard palate, carefully noted 
and accurately traced upon the plaster model to servo 
as a guide in determining the dimensions of the plate. 

Great additional strength will be imparted to the 
metallic base by doubling the central portion of the pUte 
as described in Chapter XI. The following additional 
remarks on the method by Dr. Hunter are introduced. 



^ 
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^Flatina as nsually applied I think objectionable, 
wanting stiffness ; my method of using it is similar to 
that proposed by Delabarre, but possessing greater 
strengtli than even his method, and by it can be made as 
light as a good gold plate got up in the ordinary way. 
I first strike a very thin plate to the cast, and cut out a 
piece the size of the desired chamber, taking care not to 
extend it forward to embrace the palatal artery. Add 
wax to the plate for the depth of the cavity, diminishing 
it neatly as it approaches the alveolar ridge. Cement 
ibis plate to the cast and take another metallic cast, 
strike another thin plate over the whole, and solder 
throughout with an alloy, of gold twenty-two parts, 
platina two parts, or with pure gold. The chamber thus 
formed is precisely the same as '' Gleaveland's Patent 
Plate,'' but the space between the plates, for which he 
obtained his patent, is subsequently filled up, leaving a 
cavity resembling Gilbert's, but with a sharper edge 
when so desired. This space is filled up with base and 
enamel, and gives great stiffness without the ugly pro- 
trusion of the struck chamber. The plate thus formed 
assimilates much more closely to the palatal dome, not 
interfering with pronunciation ; another great advantage 
gained by it is the impossibility of warping. I say 
mpossibiUlyy because I have submitted plates so con- 
structed to the severest tests, and never had them to 
warp. It is well to rivet the two plates together before 
proceeding to solder, especially gold plates, and to bring 
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the heat carefully upon tlieni ; once prepared there is no 
danger of change in the succeeding manipulations." 

Wax drafts. — After the plates are fitted to the mouth, 
wax drafts or guides arc adjusted to them ; the required 
contaur of the cheeks and lips restoreil ; the proper 
occlusion of the jaws secured ; and the median line of 
the mouth indicated upon the wax in the same manner 
a^ described in a previous chapter. In cases where the 
muscles of the cheeks are lax and sunken, presenting 
an unnatural hollowness on each side underneath the 
malar bones, and that cannot be readily restored to the 
customary fullness in the ordinary way, it may become 
necessary to attach to the lateral borders of earh denture 
a flange or protuberance, constructed of porcelain, to 
extend the cheeks, and which are ciiUed " cheek re- 
storers" or '• plumpers." These are attached to, and pro- 
ject from, the sides of the artificial gum above and below, 
extending from the anterior edge of the second bicuspid 
back to the front part of the last molar. They should 
be attached to the wax drafts in the first instance, and 
car\'ed in the mouth to the length, width and fullness ne- 
ces.-:ary to restore the sunken parts 
to their original condition. The 
. form and application of the plump- 
ers as they appeal' in the finished 
piece are shown in Fig. 80. 
The wax guides being trimmed 
to the required width and fullness, the me.sial Kne 
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indicated^ and the former attached to each other in 
accordance with the proper closure of the jaws, they are 
removed from the mouth and an articulating model pro- 
cured in the usual manner. 

Arranging the teeth. — ^As portions of the wax guides 
will be removed in the process of arranging the teeth 
upon the plate, and the precise outlines of the drafts 
will thus be lost, especially at those parts between the 
necks of the teeth and the borders of the plate to be 
subsequently filled out with the porcelain paste, it may 
become necessary in cases where particular irregularities 
of contour exist, and which it is practically important to 
accurately reproduce, to preserve, in permanent form, 
the original fullness of the wax drafts. This may be 
done by securing a plaster model of the wax rim in its 
connection with the plate and adjoining portions of the 
model on which it rests. The exterior surface of the 
wax lim and model are first oiled, and an impression of 
the parts taken in plaster, and from this a model. The 
impression may be taken in halves, uniting the two 
pieces in front by an articulating surface ; these, when 
detached from the drafts, may be reunited, attached to 
each other temporarily with a little softened wax, and 
filled in, after being varnished and oiled, with plaster 
for the model entire, and which, exhibiting the precise 
form and fullness of the drafts, will serve as a guide in 
the application of the gum body. 

Inasmuch as plain or plate teeth (those without artifi- 
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cial gums) are used in this process, and tia tiiey may be 
arranged independently of the porcelain gum, (the latter 
heing accommodiited to the position of the teeth,) the dis- 
position of the teeth of the same jaw in respect to their 
relation to each other, is completely under the control of 
the operator, and hence the method is eminently adapted 
to the production of any degree of irregularity of arrange- 
ment consistent with a just expression of these organs 
in the mouth. In adjusting the teeth to the plat«, the 
superior central incisors should be first arranged, one on 
each side of the central line marked upon the wax. 
cutting away sufficiently from the latter to bring the 
tooth, when imbedded, in a line with the circle of the 
was rim. Passing hack from the incisors to the last 
molars, each tooth is thus separately imbedded and 
attached to the wax, — adjusting, alternately, an upper 
and lower tooth, keeping in view, at the same time, and 
fulfilling as perfectly as possible, all the essential require- 
ments in regard to the general arrangement and antago- 
nism of the teeth described when treating of gold work. 
In adjusting the teeth, it is not important that the portions 
representing the roots, and which serve to unite the crowns 
to the gum body, should be accurately fitted, by grinding, 
to the platinum base, — on the contrary, the strength of 
the attachment of the porcelain to the metallic base will 
be more perfect if sufficient space be left between the 
plate extremities of the teeth and platinum has 
of the ready introduction of the gum body. 
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Inveding. — ^The teeth being properly arranged and 
antagonized, the crowns may be covered with a thin 
coating of shellac, which, burning out in the process of 
baking, will shield them from immediate contact with the 
plaster investment and prevent roughening from adhesion 
of the Jatter. They are next imbedded in plaster and 
sand, using only so much of the former as will serve to 
hold the body of the investient together, say one part of 
plaster to two of sand or equal parts of each. Plaster 
and asbestos equal parts are sometimes employed, or 
plaster, sand and asbestos, equal parts. The piece is 
invested in the same manner as for gold work; after 
which all traces of wax are removed from the teeth and 
plate, when the stays or linings which unite the latter 
are adjusted. 

Lining the Teeth. — The method of attaching the teeth 
to the plate by means of stays or linings will depend 
somewhat upon the construction of the teeth manufactu- 
red expressly for this process. They are formed usually 
with two or more platinum pins or rivets, but those known 
as " Roberts' teeth," having but a single long pin, require 
a different application of the stays from those commonly 
used. The method of lining the ordinary or double- 
pinned teeth wUl be first described. A strip of platinum, 
equal in width to the tooth to which it is applied and 
one-half of the spaces next adjoining, is pierced to receive 
the platinum pins, the end resting upon the plate being 
split into several sections and bent at a right angle with 
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stay, extending back upon the plate an eighth of an inch. 
The portions of the lining which extend beyond the sides 
of the teeth are slit even with the sides of the tooth 
about halfway down from the top of the stay. The 
linings are thus separately formed and adjusted to each 
tooth, and when apphed, are fastened by pressing the 
pins together with phers, while the lateral strips are 
doubled upon each other and interlocked, thus uniting 
them throughout. 

In the use of teeth having but one long pin. their 
attachment is effected by fitting a strip of platinum plate 
underneath the pins, estfinding continuously from heel 
to heel of the plate, the lower edge resting upon the 
latter. It is beet first to fit a strip of sheet lead to the 
curvatures of the teeth and to the surface of the plate, 
to be used as a pattern in cutting out the platinum baud. 
The strip is sometimes formed in sections, in which case 
they shoidd be united by interlocking the ends. In 
order to strengthen the attachment, tins band may be 
doubled, or its lower edge doubled or wired, or additional 
strips of platinum or pieces of wire may be placed con- 
tinuously or at intervals along the points of contact 
between the band and plate. When adjusted, it is fixed 
in place by bending the pins down over it, the band 
being previously perforated with numerous small holes 
through which the guui body passes, binding the several 
parts more perfectly together. 

SoUhrbiff. — It should be remembered in manipulating 
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this work that the appropriate and only solder for it is 
pure gold. The teeth lined, small pieces of this metal 
are applied at all points to he united ; each piece as it is 
applied being touched with borax ground in water. The 
gold should be applied in sufficient quantities to unite 
perfectly all the parts, and may be confined within 
certain limits, when fused, by scoring the surface of the 
plate with a sharp instrument immediately inside of the 
linings or wherever it is desired to limit the flow of the 
solder. The piece is now placed in the muffle of the 
furnace and the heat raised on it until the gold flows, 
when it should be immediately withdrawn and placed in 
a cold muffle to cool gradually, the end of the latter 
being closed. Or the piece may be removed at a red heat 
from the furnace and soldered either with the hydrosta- 
tic or spirit blowpipe. When cold, the external covering 
of the investient is cut away, leaving that portion unin- 
jured on which the plate rests, to serve as a base for the 
plate in the process of baking the body. The plate and 
teeth, separated from the plaster, are now immersed in 
a dilute solution of nitric acid, where they are allowed to 
remain until all adhering particles of vitrified borax are 
removed ; after which the piece is thoroughly washed. 
To insure a more perfect adhesion of the body to the 
plate, it is recommended, after having placed the plate 
upon the die, to scratch or etch, with a sharp pointed 
instrument, the entire lingual surface of the platinum 
base. The piece is now ready for the application of the 
gum body. 
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Application and fusion of the ho^ or hose. — The mate- 
rial for the base or body is mixed with sufficient water 
to form a paste, the portion first applied being sufficiently 
thin to admit of being worked perfectly into all the 
minute crevices or interstices around and underneath the 
ends of the teeth and about the platinum linings and into 
the contracted fissure or groove formed by the rim. 
When these interspaces are filled in as perfectly as pos- 
sible, the redundant water may he taken up partially by 
applying to the paste, wherever practicable, small pieces 
of tissue or bibulous paper, when the paste thus partially 
deprived of its water, should again be worked in and 
impacted as perfectly as possible with small, sharp, 
straight and curve-pointed knives or spatulas. Before 
filling in with the body into the more open spaces be- 
tween the roots of the teeth, the former may be partially 
filled up with fragments of the crowns of broken teeth, 
around which and the roots of the teeth, the porcelain 
paste, now used much drier and thicker than at first, is 
packed as hard and solid as possible. Small portions 
are thus added from time to time until the required full- 
ness of the gum between and external to the teeth is 
obtained, drying out occasionally with a clean napkin or 
tissue paper and at the same time pressing and patting it 
with the instrument to drive out entangled portions of 
air. The paste is likewise applied to the platinum 
stays, covering them to the depth of from a half to three- 
fourths of a line, making it fuller as it approaches the 
plate and rounding it otF at this point with a retreating 
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edge extending back an eighth of an inch or more. If 
it is designed to enamel the lingual surface of the plate, 
the gam body should be applied the thickness of a 
dime to the entire surface continuously with that upon 
the backings, filling into the groove around the chamber 
with a uniform surface. The porcelain paste should be 
carved neatly at the necks of the teeth, and on the ex- 
terior or labial surface a shallow concavity or furrow 
may be formed by cutting out a small portion of the 
body from between the roots of the teeth, thus forming 
a ridge over the fangs of the teeth in imitation of the 
natural gum; the effect of this carving will be still 
further enhanced after the application of the gum enamel, 
which being applied evenly over the surface, a greater 
depth of gum color will be imparted to those parts over 
the fiirrows, while the intermediate portions over the 
roots will appear somewhat bleached or of a lighter giun 
color, as in the natural gum. 

In forming plumpers, it is only necessary to build out 
with the porcelain paste from the sides of the arch, giving 
to the lateral projections the form and fullness required, 
constructing them, at the same time, as light as is deemed 
consistent with the necessary strength of the attach- 
ments. These fixtures are sometimes formed by mold- 
ing the paste upon a platinum wire or gauze frame-work 
attached to the sides of the plate, but the process pos- 
sesses no special advantages over the plain porcelain. 

After the application of the base in the manner de- 
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«ib a omf fi-fav Icwfc of al a&eriag psrttcles of 
fate, amt Oc f luiid fv^Mi if the plate witb a 
mmtamk ■miip, wfc— tte fieoe afcaald be readjusted 
te<fce|ilMlii fcie pRTiMBlj ve< B saUerii^ pbced 
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ht tiiBiftinil fee the lover mnffie ainl the heat urged 
■■Ifl fartnl iiblftufinM of tbe body takes place, and 
vUth Maj be detewaed by a diclit glossiness of the 
sorface. Whes baked or biscnited in tius manner, it 
may be remored and introdand into a cold muffle as 
when soldering, and aQowed to cooL < 

Some contraction of the body upon itself will occur in 
this first baking, manifesting itself in numerous fissures 
of greater or less width and depth upon the surface ; 
theee should now be well filled in with body, and any 
additional fullness ^ven to the base that may be required. 
Before doing which, however, it is best to place the 
plate ujtoa the metallic die, with which it was swaged, to 
coirect au}' friirtial deformity that may have occurred in 
baking. If any change in the fit of the plate has oc- 
curred, it is recommended to press the plate down forci- 
bly upon the die, at the same time tapping the molar 
teeth with a wooden or horn mallet. Any partial frac- 
turing of the body incident to such manipulations are 
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unimportanty as the defects will be remedied in ike sub- 
sequent bakings. 

Before submitting the body to a second heat^ imita- 
tions of the natural ruga of the mouth may be produced 
by raising a small ridge along the mesial line of the arch 
with a camel's-hair brush loaded with a thin mixture of 
the cement, extending it from a point between the cen- 
tral incisors back to within a short distance of the centre 
of the posterior edge of the plate ; this is then divided 
throughout its length by a narrow fissure, and from the 
sides of this central ridge, on the anterior sloping wall 
of the palate, short ridges with irregular curvatures are 
formed at short intervals in imitation of the natural 
ruga. 

The piece is now placed upon the plaster base and ex- 
posed to a second heat in the furnace. The heat re- 
quired at this baking is somewhat greater than that used 
in the first instance, and should be sufficiently intense to 
produce a decided glossiness of the surface without effect- 
ing a perfect fusion of the entire mass — a white heat 
being necessary to produce this effect in the use of 
AUen's " body." It is then removed and cooled in the 
same manner as before, when it is ready to receive the 
gum enamel. 

AppKeatian and fusion of the gum enamel. — The gum 

enamel material is prepared for use by mixing with it 

sufficient water to form a thick paste, which is applied 

to the surface of the baked body in quantities sufficient 

22 
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to input the neceesuy depth of gum color to the enamcl- 
■p. A lifter or deeper tint may thns be given in the 
see «f tbe sum nkterial by raiyiog the thickness of the 
enaBci coTCnB^. A mediom gum color will be obtained 
vitfa a layer neuiy the thickness of a ilime. allowance 
beii^ made for shades of differences in the color of the 
enameb ae compounded. The enamel paste should be 
applied erenly to the surface, drying out the matorial 
with a naf^iin from time to time, and packing it as solidly 
■s pa^ible. If the crowns of the teeth have become 
Tougbened or etched daring the preceding manipulations, 
they may be toudied with a thin coating of •' etching 
eDamel" before the piece is again introduced into the 
furnace ; it is then placed upon the plaster base prc- 
Tiously used, and this upon a shde, and then introduced 
slowly and carefully into the upper mufUe. When it 
has acquired a red heat, it is transferred to the lower 
mnflle and exposed to a full white hejit for from ten to 
twenty minutes, withdrawing occasionaliy to the mouth 
of the muffle to obsen'e the progreiis of the baking. 
"Whenever the sarface presents a perfectly smooth and 
glassy appearance, complete fusion of the entire mass is 
indicated, and it may be immediately withdrawn and 
placed, as before, in a cold muffle closed at the end, to 
cool gradually. Dr. W. B. Koberts, in a practical and 
well written jiaper on this procossj* recommendt; the re- 
movftl of the piece from the muffle, in which it is placed 

• DfnCnl Register of the West, vol. lii, p. 130. 
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to C00I9 at aboat blood heat^ and its immersion in water 
of the same temperature, avoiding contact of the fingers 
with it. " This," he observes, " is an effectual rafethod 
of preventing the checking or crazing of the gum, which 
frequently occurred in the old way of annealing, when 
the piece was cooled and taken in the hands." 

Little remains to be done, in the way of finishing the 
work, after vitrification of the enamel. It is only neces- 
sary to remove any adherent particles that may have 
attached themselves to the plate during baking with 
scrapers or very fine sand paper, and then to burnish the 
surface or scour and polish with finely ground pumice 
and emery, and finish with the burnisher. It is better, 
when constructing the plate and before the teeth are 
arranged, to give a perfect and final finish to the rim, 
and when applying the cement, to cleanse it perfectly of 
all particles of body or enamel before each baking. 

Application of continuous gums to partial sets. — In the 
application of continuous gums to partial pieces, as well 
also as the method of repairing this work, we cannot do 
better than give, in the author s own words, such mate- 
rial facts as relate to these processes contained in the 
paper before quoted. 

" Partial cases may be made of continuous gum ; but 
the work is so various in its nature, that the dentist 
must necessarily depend much upon his own judgment. 
Difficult cases will constantly present themselves, that 
will require the exercise of much study and ingenuity ; 
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in whidi the general instraetioD thai can be given in 
wot^ Duty be of bnt little serrice. The first attempt 
of tinPldiKl in my own experience, wa^ in replacing two 
ccDtral incisors. Taking two continuoas gum teeth, I 
placed npoD them a platinnm lining, slitting this down 
along the edge of one tooth nearly through the piece and 
np the edge of the other tooth by a parallel cut, leaving 
the two parts joined together by a narrow slip. This 
allowed sufficient motion between the teeth, so that they 
coold be adjusted as desired. I then placed a hit of 
tissue paper on the plaster model, covering the spot to 
be occupied by the teeth and gum, to prevent the adhe- 
sioQ of the body to the plaster, and holding the two 
incisors in their places, I worked the body into all the 
depressions of the gum and around the roots of the teeth. 
I then removed the whole from the model, and placed 
the piece in a paste of pulverized silcx, or plaster and 
asbestos, upon a slide, and baked as described for foil sets. 
The little slip of platinum kept the two teeth in place. 
The work shrunk somewhat ; but this was remedied by 
again placing the piece upon the model, with the interven- 
tion of tissue paper covered with a Ihin coating of body. 
Into this I pressed the piece, till it occupied its true 
place, and then filled in again mth more body all the 
crevices around the roots of the teeth, and rebaked. 

"After enameling, if the work has been carefully and 
skillfully done upon this plan, it will be as fine a piece 
in appearance and fit, as can be made. It may then be 
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soldered to a gold plate, and the little strip of platinum 
between the teeth be cut out. With the body and gum 
formerly in use many difficulties were often encountered 
from discoloration of the gum, or from other injuries in- 
curred in soldering. But with Roberts' material, these 
are easily avoided, and the piece can be treated the same 
as a block or single gum teeth. In partial sets on entire 
plates of platinum, I have sometimes found trouble, from 
the enamel giving way upon the small narrow points 
that connect the teeth vdth the plate, by the shock occa- 
sioned in biting. I have consequently left these points 
uncovered, and used two or three thicknesses of platinum 
to give greater strength. But where this is likely to 
occur, gold plates would be preferable, if nicely adapted 
with single gum teeth, or blocks of continuous gum, as 
the case might require. I have also applied continuous 
gum in cases where the natural teeth, from one to five 
in number, were left in the mouth, by making the plates 
as in full sets, cutting out around the natural ones, and 
raising a small bead, or placing a light wire around 
about one-eighth of an inch or more from the teeth, 

against which the gum or body is to be finished. The 

* 

points around the teeth are to be left free, in order to be 
burnished down in case of imperfections caused by the 
difficulty of obtaining exact impressions in these places. 
In Buch cases, I have sometimes formed a strong stand- 
tid of several thicknesses of platinum fitting closely 
igBinBt one or more natural teeth, leaving a loophole, 
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tlifough which to nin a gold clasp for afterward securing 
the artificial set. 

" I have also secured the gold to the standard by 
rivets of platinum, and sometimes by two or three gold 
screws, not providing, in these cases, the loop-hole. These 
. methods are to be preferred to using solder for fastening ; 
for, in case of repair, the clasps are easily removed with- 
out leaving any foreign substance : but in case of solder- 
ing, however carefully they may be removed, there will 
remain some alloy, which, in the baking heat to which 
the piece is to be exposed, will be incorporated with the 
platinum. Even so small an amount of silver as may be 
in gold coin used for solder will communicate a yellowish 
tinge to the gum, spoiling the whole work. Many opera- 
tors in their early practice, I doubt not, experienced this 
result ; and learned that no alloys, especially of silvei or 
copper, can be admissible for soldering this work. I have 
tried platinum clasps without success, as no elasticity 
could be obtained, and therefore would not hohl upon 
the teeth. Another source of mischief may properlj- be 
noticed in this pkce. In baking especially with a new 
furnace, or with muffles lately renewed, either at the first 
or second heat, or it may be in enameling, the piece is 
sometimes changed in its texture and color, as is supposed 
by the gases present, and the phenomenon is called gass- 
ing the piece. The body becomes porous Uke honey-comb, 
and of a bluish color. When this occurs, there is no 
remedy but to place it upon the metallic die, remove the 
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whole of the injured part, and replace it with a new 
coating of body and gum. The teeth are seldom, if ever, 
thus affected. As a precaution, the muffles should be 
well ventilated with holes for the passage of the heated 
air and gases. 

** Repairing. — ^In case of a single tooth being broken, 
a new one is readily inserted by entirely removing the 
* crown of the injured one, and grinding out a niche in the 
gum at its base, nearly one-fourth of an inch deep, to 
receive the new tooth : then fill up the niche with body, 
and press the tooth you wish to insert down to its proper 
position ; trim the surplus body about the neck of the 
tooth as in full sets, absorb the moisture with a napkin, 
and apply the gum to the body and wherever required. 
Stay the tooth with a little plaster and asbestos placed 
upon its point and reaching over, so as to include the 
adjoining tooth on each side. A better method, how- 
ever, is to place the teeth downward, imbedding their 
points in a paste of pulverized silex laid upon a slide and 
then subject the piece to the heat required for enameling. 
Once baking will generally suffice to complete this opera- 
tion. But, if a piece has been more seriously injured, — 
say by loss of a central and canine tooth, with a point 
broken out from the edge of the gum, and the plate is 
bent so as to have lost its fit, and the gum shrunken 
away at any point, — we adopt a thorough method of 
repair. We first take an impression of the mouth and 
make a plaster model ; upon this we place the plate, and 
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over the point where the gum is shrunken we chip off the 
body and giim, and with a burnisher work the pkte down 
wherever required, to exactly fit the model. We then 
make a niche for each tooth to be inserted, apply the 
body and gum, stay the teeth, and bake the piece as 
above described. If it has been thoroughly packed, two 
bakings will be sufficient, but sometimes three may be 
required. The only rule is, to repeat the operation till 
the object is accomplished, taking care always not to 
overheat the piece. In case of the piece having been long 
worn, it is well, before doing anything to it, to subject 
it to a moderate degree of heat, sufficient to bum off any 
impurities it may have collected in the mouth. 

" Another set may be presented for repair, literally 
broken to pieces ; but the plate remaining a perfect fit, 
and some of the teeth being undisturbed, we wish to 
avail ourselves of these. We therefore make a dam of 
putty around the edge of the plate, and run in fusible 
metal to form a cast, which shall serve as a support for 
the plate. Not to endanger cracking the teeth by the 
heat, the piece may be placed in a dish containing a little 
water, and after the metal is poured and begins to harden, 
more water may be added, so as to cover the vhdb ■ 
mass. But this is hardly necessary, if the alloy t 
nearly at its cooling temperature. 

" The piece being now supported upon the cast, i 
held firmly with one hand, a small chisel, made from a 
excavator, may be applied with the other to 
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material which it is desirable to remove, and an assistr 
ant gently tapping this with a hammer, the body is 
quickly chipped off between the teeth, and wherever the 
chisel is directed without injury to other parts, or with- 
out mis-shaping the plate. The teeth may now be in- 
serted and soldered to the plate, with the old or new 
linings if required, and the new body and gum may then 
be applied, as in making a new piece. All this may 
seem to involve much time and trouble ; but little more 
is really required than to repair a gold plate. The cast 
of fusible metal is much more readily made than a plaster 
cast. The old body and gum is removed and new ap- 
plied, in shorter time than two gum teeth can be fitted 
upon the gold plate, and the soldering and first baking 
of the body requires no more time than to solder and 
cool the gold work. We then have, in the one case, the 
gum to be applied, and in the other, the gold is to be 
polished ; so that the whole difference of time involved, 
however great the repairs, need not be more than one 
or two hours. But a single tooth may be repaired 
as soon as a gum tooth on gold plate. One difliculty, 
often met with in mending, requires to be noticed. It 
arises from the necessity of employing mixtures likely 
to be of different composition from that of the original 
body ; and possibly more infusible. In this case, the 
old body will melt, before the new has become incorpo- 
rated with it, thus ruining the work by overheating. In 
some instances, after one baking, I have been obhged to 
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li oz., and mix with a spatula to prevent grindiog the 
granules of body any finer. 

" Gum enamels. — No. 1. Flux 1 oz., fused spar 1 oz., 
English rose 40 grains. Grind the English rose ex- 
tremely fine in a wedgewood mortar, and gradually add 
the flux and then the fused spar, grinding until the io- 
gredientfi are thoroughly incorporated. Cut down a 
krge hessian crucible so that it wUl slide into the muffle 
of a furnace, line with silex and kaolin each one part, 
put in the material and draw up the heat on it in a 
muflle to the point of vUref action not fusitm^ and withdraw 
from the muffle. The result will be a red cake of enamel 
which will easily leave the crucible, which after removing 
any adhering kaolin, is to be broken down and ground 
tolerably fine. It may now be tested and then (if of toe 
strong a color) tempered Iiy the addition of coveringi 
This is the gum which flows at the lowest beat, and ii 
never used when it is expected to solder. 

" No 2. Flux 1 oz., fused spar 2 oz., English rose 00 
grains. Treat the same as No. 1. This is a gum intflf- 
mediate, and is used upon platioa plates. 

" No. 3. Flux 1 oz., fused spar 3 oz., English rose 80 
grains. Treat as the above. This gum is used in 
making pieces intended to be soldered on, either in full 
arches or in the sections known as hlock-work. It is cot 
necessary to grind very fine in preparing the above for- 
mulas for application. 

" Covering. — What is termed covering, is the same as 
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from all fragments of talc or other foreign substances 
and grind fine, taking care to remove any hard fragments 
that may occur. 

" Granulated body. — Take any hard tooth material (I 
use the following formula: spar 3 oz., silex 1^ oz., 
kaolin i oz.) and fuse completely. Any very hard porce- 
lain, wedgewood ware or fine china, will answer the same 
purpose. Break and grind so that it will pass through 
a wire sieve No. 50, and again sift off the fine particles 
which will pass through No. 10 bolting cloth. It is then 
in grains about as fine as the finest gunpowder. 

" Flux. — Upon this depends the whole of the future 
operations, and too mtich care cannot be taken in its 
preparation. It is composed of silex 8 oz., calcined 
borax 4 oz., caustic potassa 1 oz. Grind the potassa 
fine in a wedgewood mortar, gradually add the other 
materials until they are thoroughly incorporated^ Line 
a hessian crucible (as white as can be got) with pure 
kaolin, fill with the mass, and lute on a cover a piece of 
fire clay slab, with the same. Expose to a clear strong 
fire in a furnace with coke fuel, for about half an hour, 
or until it is fused into a transparent glass, which should 
be clear and free from stain of any kind, more especially 
when it is to be used for gum enamels. Break this 
down and grind until fine enough to pass through a 
bolting cloth, when it will be ready for use. 

" Base. — Take flux 1 oz., asbestos 2 oz., grind together 
very fine, completely intermixing. Add granulated body 
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These waxen outlines are called the drafts and are care- 
fully removed from the mouth, and an articulator taken 
by which to arrange the teeth. 

When the absorption is considerable and the plate in 
consequence is rather flat, it is necessary to solder a 
band or rim along the line where the upper draft meets 
the plate, about one sixteenth or one eighth of an inch 
wide, and fitting up against the outline of the draft. 
When the ridge is still prominent, the block will not of 
course be brought out against the lip so much, and a 
wire may be soldered on instead of the wider band. I 
think one or the other necessary, as it gives a thick edge 
to the block, rendering it far less liable to crack off than 
if it were reduced to a sharp angle; it also allows the 
edge of the plate to be bent in against the gum, or away 
from it, as circumstances may require, and atlbrd in 
many cases a far better support for the plates than cau 
be given to one in which the band is struck up or the 
edge turned over with pliers, where the block must ex- 
tend to the edge of the plate. Some few cases do occur 
when the band may be struck as far back as the bicus- 
pids with advantage, and some in the lower jaw where 
it is necessary to solder on the band, but the general 
practice is not so. 

" The upper teeth are first arranged on the plate an- 
tagonizing with the lower draft, supported by wax or 
cement, or both. Then remove the lower dralTt aud 
arrange the lower teeth so that- the coaptation of the cut- 
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ting edges of the teeth shall be perfect as desired. The 
patient may now be called in again, and any change in 
the arrangement made to gratify his or her taste or 
whim. Now place the plates with the teeth thereon, on 
their respective casts, oil the cast below the plate and 
apply plaster of paris over the edge and face of the teeth 
and down on the cast, say an inch below the edge of the 
plate. This will hold them firmly in their place while 
you remove the wax and cement from the inside, and 
fit and rivet backs to the teeth. When backed, cut the 
plaster through in two or more places, and remove. 
Clean the plate by heating. Cut the plaster so that 
while it will enable you to give each tooth its proper 
position, you can readily remove it from the teeth when 
they are cemented to the plate. Adjust the sections of 
plaster and the teeth in their proper positions. The 
plaster may be held by a piece of soft wire. Cement the 
teeth to the plate and strengthen the cement by laying 
slips of wood half an inch long along the joint and against 
the teeth. (I generally use the matches which are so 
plenty about the laboratory.) Remove the sections of plas- 
ter, being careful not to displace any of the teeth. If it be 
intended to cover the strap with enamel, you should 
solder a wire after backing, and previous to replacing 
the teeth, along the plate parallel with the bottom of the 
straps, and about \ or i of an inch from them. 

"The teeth are now backed and cemented to the 
plate, and present an open space between the plate and 
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the teeth, which is to fee filled up with the base, asing 
it quite wet to fill up the small interstices, filling in the 
rest as hard and dry as possible. Fill the cavity bettDtm 
the plates in the same manner, and oil the edge. Oil 
the surface of the base, envelop in the investient (pre- 
cisely as you would put an ordinary job info plaster and 
Band for soldering) and set on a fire-clay slab previously 
saturated with water. When hard, chip away the 
cement, cooling it if necessary with ice, until it is per- 
fectly clean. Along the joints place scraps and filiogs 
of platina very freely, and cover all the surface yon 
wish to enamel with coarse filings, holding them to their 
place by borax ground fine with water. Apply pure 
gold as a solder quite freely, say two dwt. or more to a 
single set. Put in a muffle and bring up a gradual heat 
until the gold flows freely, which heat is all that will be 
needed for the base ; withdraw and cool in a mufiSe. 
Remove the investient and fill up all crevices and inter- 
stices not already filled, with covering No. 2 ; cover the 
straps and base with the same, about as thick as a dime» 
and cover this with gum No. 2 about half that thickness. 
At the same time enamel the base in the chamber, and 
cover with thick soft paper. Set the plate down on the 
investient on a slab, with the edges of the teeth up. 
Fuse in a muffle and the work is completed. BlemLshee 
may occur in the gum from a want of skill in the manipu- 
lation; should such occur, remedy by applying gum 
No. 1. 
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^^ Should the patient object to the use of platina as a 
base, the work can be made as above on an alloy of gold 
and platina 20 carats fine, and soldered with pure gold, 
&c.y as above. In all cases, however, where it is used, 
the upper plate should be made as I have described 
above, but with platina any kind of plate can be used. 

'^ Ordinary aUoy. — Blocks may be made and soldered 
to the ordinary plate if the absorption is sufficient to 
require much gum, without any platina. Arrange the 
teeth on wax on the plate, fill out the desired outline of 
f^om, and apply plaster one-fourth of an inch thick over 
the face of the teeth, wax and cast. When hard, cut it 
into sections, (cutting between the canines and bicus- 
pids,) remove the wax from the plate and teeth, bind 
the sections of the plaster mold thus made to their places 
with a wire, oil its surface and that of the plate, fill in 
the space beneath the teeth with the base, wet at firsts 
but towards the last as hard and dry as possible, and 
thoroughly compacted. Trim to the desired outline on 
the inside, oil the base, and fill the whole palatal space 
with investient, supporting the block on its lingual side. 
Remove the plaster mold and cut through the block with 
a very thin blade between the canines and bicuspids. 
Take the whole job off of the plate, and set on a fire-clay 
slab with investient, the edges of the teeth down ; bring 
up the heat in a mufile to the melting point of pure gold. 
When cold, cover and gum with No. 3, gum and covering, 

^^ Another mode is to back the sections with a continu- 

23 
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Otis strap, (using only the lower pin,) fill in the hase 
from the front, use covering anil gum No. 3, fiiuEh at one 
heat. When the blocks are placed upon the p!at«, the 
other pin is used to fasten the gold back, which is sol- 
dered to it aod the platina half-back; neither of these 
backs need be very heavy, as soldering the two together 
gives great strength and stiffness. Very delicate block 
work can be made in this way, and it is applicable also, 
where a few teeth only are needed. 

" A very pretty method, where a section of two or four 
teeth (incisors) is needed and only a thin flange of gum, 
is to fit gum teeth into the space, unite by the lower 
platina with a continuous back, and unite the joint with 
gum No. 3. A tfloth left ungumined by the manufactu- 
rer would be best for the purpose. The same may be 
applied to blocks for a fall arch, remembering not to de- 
pend entirely upon platina backs. 

■' The method I prefer for full arches on ordinary plate, 
is to take a ribbon of platina a little wider than the 
intended base, and uf the length of the arch, cut it nearly 
through in five places, viz : between the front incisors, 
between the lateral incisors and canines, and between the 
bicuspids. Adapt it to the form of the alveolar ridge 
with a hammer and pliers, and swage on the plate along 
where the teeth are to be set. Solder up the joints with 
pure gold, and proceed to back the teeth, &c. as before; 
making preparations for fastening, and removing the slip 
of platina from the gold plate before enveloping in the 
investient, when proceed as before. 
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^ When the teeth are arranged^ insert four platina tubes 
about one line in diameter, two between the molars, and 
two between the cuspidati and bicuspids, and solder to the 
platina base. These are designed, after the teeth are fin- 
ished, to be the means of fastening to the gold plate, either 
by riveting in the usual way, or by soldering pins to the 
gold plate passing up through the tubes, fastening with 
sulphur or wooden dowels. By these methods we are 
enabled to readily remove the block and repair it should 
it meet with any accident, and also in case absorption 
should go on, to restrike the plate, or to lengthen the 
teeth. The rim should be put on the gold plate after 
the block is finished, it gives great additional strength 
and a beautiful finish. 

" Memoranda. — In preparing material always grind dry, 
and the most scrupulous cleanliness should attend all of 
the manipulations. In all cases where heat is applied 
to an article in this system, it should be raised gradually 
firom the bottom of the muffle and never run into a heat. 
Where it is desired to lengthen any of the teeth, either 
incisors or masticators, or to mend a broken tooth, it 
may be done with covering, properly colored with platina, 
cobalt or titanium. 

" In repairing a piece of work, wash it with great care, 
using a stiff brush and pulverized pumice stone. Bake 
over a slow fire to expel aU moisture and wash again, 
when it will be ready for any new application of the 
enamel. Absorption, occurring after a case has been 
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CHAPTER XV. 

VULCANITE BASE. 

The method of moanting artificial teeth in a base of 
vulcanized or indurated India-rubber and other vulcan- 
izable gums is of comparatively recent origin, having been 
first practiced and introduced to the notice of the 
profession in 1853, by certain parties in New York 
acting under the " Goodyear patent." Since that period, 
the preparation of the materials and the methods of 
manipulating them, have undergone various modifications 
and improvements. The process is now very generally 
adopted by dental practitioners throughout the United 
States and in parts of Europe, and the very general 
recognition of the fitness of vulcanizable gums, for the 
various purposes to which they have been applied in the 
practice of dental prosthesis, would seem to challenge for 
them favorable comparison with other approved substan- 
ces employed for similar purposes. Other compounds, 
analogous to the preparation of caoutchouc or India- 
rubber as at present manufactured by the " American 
Hard Rubber Company," are in limited use, as " Coralitey' 
(prepared gutta-percha,) " Amber Base^'' " Wheat's Cowr 
ptmnd^' &c. As now compounded, the several varieties 
mentioned are all wanting in resemblance to the color of 
the natural gum ; — ^improvement in this respect would 
render them applicable to many cases in which they are 
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iLe. C<)iidiiiiei •^xperimencs will doubtless, 
ia0mer ir Jic^. i^^TMiiie tie obje»!titMi ref«Te«i to. 

Tiitanizabie run tfymMnmi: ire predion?*! by incorpo- 

-^arnir ^lipfinr. -HCier tli}ae or c«xalKaed with other 

TiytHn<»»irg_ wtcL Liifi£k-rribb«^ 'jT gutt»-pereha : — these 

ir^ 'iLSL iminri^eii by ?ubj<t;nn^ them to a certain heat 

3ir L 7pi!t!ineii liiiie. polinriikr a hard, elastic. hom4ike 

-sozigQiLce^ ^•itsnissjti appareatlv. (with the exception 

It "hit TtfVBsi^ z^nxL cok'jr, i all the essential properties 

ic L itk!« -ir T^-wrt for artificial teeth, as lightness, 

ivT^iira. rnuiiiuT- impariiusness to fluids, insolabilitj 

in liifi ii!i!^ oi uhe moath. imchangeableness in exposure 

'*} irciuiry tcmp^ratnres. iic. 

JH^Mi if ^Mimeimg an entire denture in a base of 
n^n.\ifiiig nm#. — ^As the manipulations concerned in 
':.-. . .i.'^:r:::::L : a fall upper set difler in no essential 
:tt:»^ : r .11 :i.se: required in the formation of a deii- 
-_-^ f 7 -'z.^ :L:'-rrior arch, except as the two diiler in 
■:j::zzL:rr.'z^. re'iuiring corresponding modifications of 
,,.-^.—;v: rin-iliar to ;dl. it will be suificient to describe 
rv^^ meti'ini of constructing an entire denture for the 

uff'er jaw. 

\n impression of the mouth is first secured in the 
usual manner, and for full sets, plaster of Paris is prefer- 
able to any other material for the purpose. Inasmuch 
as the gum material is molded directly upon the plaster 
model obtained from the impression, it is important that 
the latter should be as perfect as possible, as any faulti- 
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ness here will vitiate all the subsequent steps of the ope- 
ration. From the impression, a plaster model is obtained, 
and if the denture is to be constructed with an air-cham- 
ber, the latter should either be cut out from the impres- 
sion before filling in with plaster for the model, or it may 
be raised upon the latter in the manner described in a 
previous chapter. A temporary plate of sheet wax or 
guttarpercha, corresponding in dimensions with the re- 
quired base, is next molded or conformed as accurately 
as possible to the face of the model. The wax or gutta- 
percha should be rolled or otherwise formed into sheets 
somewhat thicker than will be ultimately required for 
the base, it being necessary to remove portions in finish- 
ing the piece. K either the wax or gutta-percha are 
softened in a dry heat preparatory to pressing them down 
upon the model, the face of the latter should be previ- 
ously varnished and covered with tin-foil to prevent their 
adhesion to the plaster. The operator, however, will find 
it more convenient and expeditious to soften or render 
the gum pliable by immersion in hot water. The 
various parts of the guttd-percha plate may be thus suc- 
cessively pressed down with the fingers, dipping it from 
time to time in the water. The temporary plate should 
be left somewhat fuller along the margins than will be 
required in the finished piece, sufficient at least to com- 
pensate for subsequent trimming when vulcanized. 

Having fitted the temporary plate to the model, it is 
placed in the mouth ^vith a wax rim attached, when the 
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latter is trimmed to the required width and fullness, aiid 
the "bite" of the under teeth secured; it is then removed 
and placed in its proper position on the model, and the 
heel of the latter extended an inch or more posteriorly to 
form an articulating surface for the remaining section of 
the antagonizing model, the latter being obtained in the 
manner heretofore described. The method of obtaining 
an antagonizing model for an entire upper and lower den- 
ture difl'ers in no respect from that practiced when gold 
or other metallic plate is used as a base. 

Arranging the teeth. — Having secured an antagonizing 
model, the teeth are selected and arranged upon the 
temporary guttta-percha plate in the ordinary manner. 
The porcelain teeth used in this process arc more commonly 
in the form of blocks or sections, although either single 
gum or plate teeth may be used. Preference is giveo 
to the former on account of the liability of the vulcanite 
material being forced into the joints or seams between 
the teeth, and which, being of a darker hue than the 
porcelain gum, mars the beauty of the Snished work and 
gives to the denture less the appearance of a continuous 
or unbroken gum. Blocks or single gum teeth raanufao- 
tured expressly for thia 
7^ — p Work are generally formed 
with a depression upon their 
])alatal surfaces, and have 
longer and heavier pins than those ordinarily employed. 
(Fig. 87.) 
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In arranging the teeth, portions of the wax rim 
are cut away to form a bed for each tooth or block, as 
the case maj be, grinding from the base of the latter 
and from their proximate edges until the proper position 
is assigned to the teeth, and the required antagonism is 
secured. The teeth, whether single or in the form of 
blocks, should be united to each other laterally with the 
greatest possible accuracy to prevent, as far as practic- 
able, the intrusion of the gum material between them, 
while the platinum pins should be pressed down toward 
the base in such a manner as to diverge from each other, 
thus binding the teeth more securely to the vulcanized 
material. The teeth properly arranged, the wax sup- 
porting the teeth on the lingual side of the latter should 
be cut away and carv'ed to represent the natural fullness 
and form of the gum immediately behind the teeth. A 
Tim of wax should also be extended around the external 
border of the plate extremities of the gum portions of 
the teeth, overlapping the latter somewhat to support 
and bind them down at these points. Wax used for the 
purposes indicated should be of the cleanest and purest 
varieties. As the vulcanized material will subsequently 
take the place of the wax, some additional fullness should 
be given to the latter, as it will be necessary, after vul- 
canization, to remove portions in the process of filing, 
scraping, and finishing the work. 

Formation of the Mold or Matrix. — The process 
having been conducted thus far, — any defects in the 
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snangement of the teeth having been previously correc- 
ted upon trial of the plate in the mouth, — the next step 
in the operation is the formatiou of a mold or matrix in 
which the gam material is packed and pressed prepara- 
tory to b^i^ indurated or vulcanized- In formuig the 
matrix, a Tolcanizing flask is used, the various parts of 
which are aepatately represented iu Fig. S8. The lower 




section of the flaak A, is first filled one-half or two^hinic 
full of plaster mixed with water to the consistence of 
cream. Into this the base of the model, previously 
moistened with water, (the plate and teeth being attached 
to the model.) is immersed and additional portions of 
the plaster added, if necessary, filling the cup even with 
the upper edge, and extending it up the sides of the model 
to the lower edge of the external rim of wax attached to 
the borders of the gum plate. The base of the model 
should be cut away so that when placed in the flask thi? 
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lower edge of the gum plate will extend but little above 
tie level of the upper borders of the cup. The surface 
of the plaster is then trimmed smoothly, and coated 
■with varnish and tlien oiled ; all the exposed portions of 
the gum plate and wax are also oiled, leaving the sur- 
faces of the teeth untouched. The several parts will 
now present the appearance represented in Fig. 89. The 
upper section of the p,^ s^ 

flaskBis next placed 
in its proper position 
over the lower, — 
tlie slides formed in 
one, and correspond- 
ing grooves in the 
other, determining 
an accurate relation 
of the two pieces. 
Into the upper rim 

of the flask, plaster, mixed to the consistence before 
mentioned, is now poui-ed, filling it completely. The lid 
or cap D, also filled in with plaster, is then applied 
to the opening above, and the several parts of the flask 
compressed by placing them within the clamp C, and 
forcing them together with the screw, impacting the 
plaster and driving out the excess thi'ough the joints of 
the flask. As soon as condensation of the plaster takes 
pkce, the flask should be placed in a hot air-chamber or 
on a stove, and he^^ throughout sufliciently to soften. 
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but not melt, the wax. The clamp is then removed and 
the two sections of the flask carefully separated by 
forcing a small chisel-shaped instrument in at diflerent 
points between them, the lid closing the opening above 
remaining in place. On separating the flask, the tcetb. 
with the wax and temporary plate, will be found attached 
to the section of the matrix last formed, the portions of 
the crowns of the teeth not covered with wax being 
imbedded in the plaster and their plate extremities pre- 
senting toward the matrix. The gutta-percha plate and 
wax should now be carefully detached with such instru- 
ments as wiU best enable the operator to work out 
confined portions around the platinum pins and from the 
interstices between the teeth, being careful at the same 
time, not to deface the plaster surface of the mold. To 
relieve the matrix more perfectly of all tmces of wax 
not accessible to instruments, the section containing the 
teeth may be subjected to a heat suiEcient to induce its 
complete absorption by the plaster. The flask should 
be heated gradually, otherwise the contents may be 
suddenly and forcibly ejected in consequence of the too 
rapid evolution of vapor. 

Before packing the material, provision should be made 
I for the escape of any excess wlien the matrix is fiUed 
I and the two sections of the flask are forced together, 
[ permitting the latter to close upon each other in exactly 
I the same manner as before the introduction of the gum, 
I If the vulcanizable substance beco^fe engaged betwef 
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the surfaces of the piaster around the matrix, the Aulean- 
ized base will be increased in thickness just in proportion 
to that of the interposed layer of gum, and hence the 
teeth of replacement ^vill be relatively elongated. This 
increased thickness of the base and consequent changed 
relation of the teeth to the maxillary ridge and to those 
of the opposing jaw, if but slight, may be immaterial in 
the application of full sets of teeth, but it is far different 
in the coustni.ctiou of partial pieces, where the perfection 
of the finished work depends in so great a degree upon 
a faultless preservation of the exact position originally 
assigned to the organs of replacement in the separate 
vacuities on the ridge. If, for example, in replacing the 
incisors, the approximation of the two sections forming 
the mold is obstructed by the intrusion of the gum mate- 
rial between the plaster surfaces, the teeth, whether 
plate or gum, will be relatively elongated in proportion 
to the increased thickness imparted to the base, conse- 
quent upon the incomplete closure of the flask, and how- 
ever accurately or skillfully the porcelain teeth may have 
been originally fitted to the vacuity in front, the artificial 
will be found to depart from the natural gum, especially 
at the necks of the teeth, while the porcelain crowns wOl 
be displaced and be projected below those of the contigu- 
ous natural organs. Such displacement, in the cases last 
referred to. however small in degree, cannot fail cither to 
impair or destroy, the value both as respects appearance 
and utility, of the substitute. The usual method of fum- 
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^tfwm >xtt m rcdandant material is to form a series of 
•^^Mft jt .n^wves in the surface of tlie plaster contiiin- 
^-■tr -fftiu extending them from the edge of the raa- 
■^ 141 .bn run of the cup. The escape of the gam will 
9 -xtiitaCiHi by (iling notches at inten-als around the 
^ t -he flask, making the grooves in the plaster con- 
immft with them, the grooves being an eighth or a fourth 
^ HK i»iA apart. To still more efFectually prevent the 
'^^mtaiati of the volcnnite material between the surfaces 
^^t upposing sections of plaster, a circular groove may 
^i nf in the plaster within a lino or two of the margins 




A the matrix, into which narrow channels at short dis- 
re made leading from the mold: others, again, 
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are made at wider intervals from the circular groove to 
tbe oater margins of the flask, terminating as before in 
small uott^hes formed in the rim of the cup. Fig. 90 
exhibits the section of the flask containing the teeth 
with the channels formed as described ; the remaining 
section containing the model is shown in Fig. 91 ; the two 




pieces when closed upon each other forming the matrix. 
Into the grooved section of the mold, the vulcanizable 
substance is packed previous to being indurated. Before 
packing, the joints formed by the union of the teeth 
should be filled in with plaster on the inside of the mold 
and the former saturated with liquid silex to prevent the 
intrusion of the gum material. The use of os-aftilicial 
and other similar substances has also been recommended 
for the same purpose. 

Packing. — The portion of the flask containing the teeth 
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should be first heated in an oren or fanta4:eT or orer the 
flame of a spirit lamp, until the temperature of the whole 
is sufficient to render the vulcanizable gnm soft nod plia- 
ble a£ successive portions are appUed and pressed into 
the mold, and to retain it in that c-onditioQ nntil the 
operation of packing is completed. Narrow strips of the 
gum material should first be worked carefullr into the 
contracted groove underneath the platinum pins viitb 
small curved or straight-pointed spear-shaped steel in- 
struments, (Fig. 92,) adding on small pieces at a time 



after each successive portion is thoroughly impacted, until 
the main groove of the matrix over the base of the teeth 
is partially filled. The palatal convexity of the mold 
may then be covered with a single piece cut to the form 
of the uncovered space ; a smaller piece of the same gene- 
ral form as the latter may then be added, giving to the 
central portion a double thickness of the gum plate 
material, so that when the two sections of the flask are 
brought together, the excess of gum in the centre will be 
forced gradually to the margins of the mold, diminishing, 
thereby, the liability of the grooves becoming prema- , 
turely clogged with the material before the opposing 
sections of the flask close upon each other. Especial 
care should be taken in the process of packing to avoid 
contact of the instruments with the surface of the mold, 
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as fragments of broken plaster are liable to mix with the 
gam and render the surface of the finished work imperfect 
by forming small pits wherever such particles occur. 

In respect to the quantity of material necessary to be 
added in order to fill the matrix perfectly, the operators 
estimate of the capacity of the mold will be his only 
guide. Some slight excess of material^ however, should 
always be used, since, if there is an insufiicient quantity 
to fill the matrix completely when softened and com- 
pressed in the flask, the finished piece will be found more 
or less porous when indurated, a result in the highest 
degree fatal to the practical value of the work in the 
mouth. 

The process having been conducted thus far, the two 
portioniMf the flask are re-applied to each other in exactly 
their original relation, being careful that the apposition of 
the two is such that, when approximated, the guides 
attached to one division of the flask shall pass directly 
and without obstruction into the grooves in the one 
opposite. Some little difficulty and uncertainty are some- 
times experienced in efiecting the desired closure of the 
flask as ordinarily manufactured, (the two portions of 
which are thrown apart somewhat at first by the inter- 
posed gum,) on account of the shortness of the guides. 
The difficulty mentioned may be overcome by employ- 
ing a flask constructed as shown in Fig. 93. Firm wires, 
from one-half to three-fourths of an inch in length, are 
permanently attached to the upper section ; these, when 

24 
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the two parts are appi-oximated, pass into corresponding 
holes formed in projecting shoulders on the lower cup. 
p,n. 93. thus maintaining a proper 

adjustment of the opposing 
sections at any required 
distance from each other. 
The clamp is now applied, 
and the flask exposed to a 
heat sufficient to render 
the interposed gum plastic ; 
the two sections are then 
forced gradually together with the screw. The appro-vi- 
mation of the opposing pieces should he internipted. — 
alternately heating the entire mass and tighteaing with 
the screw until aU the redundant material is expelled by 
degrees through the outlets provided for it, and the sec- 
tions of the flask close accurately upon each other: (his 
accomplished, the piece is ready for the vulcanizing pro- 
cess. 

Vvlcanhing. — The process of vulcanizing or harden- 
ing the various gum compounds employed for dental 
purposes, is effected by subjecting them for variable 
periods of time to the action of heat ; the substances to 
be acted on being confined within a steam-chamber con- 
structed for the purpose. The time and temperature 
necessary to produce the requisite induration differ with 
the various compounds iu use ; the apparatuses, also, 
iwed for heating purposes, present various modifications 
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of form, being constructed with reference to the source 
and mode of application of the heat ; the latter being 
derived either from coal or t-hiir- ^"'- "'■ 

coal or other solid combustible 
substances, or from the flame 
of a spirit lamp or gas-jet. 

When fuel is used, the form 
of Tulcanizer shown in Fig. 94, 
may be employed. It consists 
of an open-topped, cylindrical 
store surmounted by a cast-iron 
boiler and steam-chamber, in 
the latter of which the flask is 
placed. Tothe topof the steam- 
cbamber is attached a thermo- 
meter and safety-valve, — the 
former to indicate the degrees | 
of heat produced, — the latter 
to regulate tlie same and pro- 
vide against explosion. In front of the stove are two 
openings with doors, and a ventilator communicating 
with the ash-pit; on the opposite side are two flues, By 
opening or closing one or more of these several passages, 
the heat evolved may be regulated and controlled. The 
capacity of the steam-chamber connected with the coal 
stove vulcanizer is sufficient to receive from four to six 
cases at a time. 

When alcohol or gas is used for heating purposes, the 
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Tulcanizera employed differ somewhat in their constmc- 
tion, but the form of heater in very general use is eshibi- 
Fio-Bi. ted in Fig. 95. The boiler, which is 
made of copper, ig supported in a cylin- 
der of sheet-iron open at both ends, and 
will contain from two to four flasks at a 
time. To the top of the boiler, && in 
the coal henter, a cast-iron coveriDg ia 
adjusted, to which is attached a ther- 
mometer and safety-valve. Near the 
bottom of the sheet-iron support is a 
small hole which furnishes access to the 
wick or gas-jet, and permits a ready 
inspection of the flame underneath the boiler. 

Whatever form of vulcanizing apparatus is empioyed, 
when in use. pour into the boiler from a pint to a pint 
and a half of water, and before introducing the flasks, 
place in the bottom of the chamber a rod of iron or wire 
framework to support the pieces above the surface of the 
water.* Having placed the flask or flasks within the 
stennwhamber, adjust the covering and screw it down 
securely to the boiler; before doing which, however, tlie 
upper surface of the interposed rim of India rubber park- 
ing should be coated with chalk to prevent it from adbe- 
ring to the top after protracted heating. Heat is now 



• Eijieriments hare rcfently bcea made in vulcapixing under wsUr, bj 
vrliich tndurutioo of the gum tniilerial is said to b« aa perfectl; acmm- 
pibbed as when aulijeotcd to the action of sterna alone, the heat requininf 
being much k'^a ihnn lij Ihv u^uiil mettjod. 
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applied and continued until the requisite induration of 
the gum is effected. The compound known as the 
American Hard Rubber Company's gum, a preparation 
in most general use, requires to be exposed to a tempera- 
ture of 310° for two hours and a half. The same results, 
however, may be attained by exposing the material to 
heat for a greater period of time at a diminished tem- 
perature, but the time and degrees of heat mentioned are 
those usually employed. The preparations of gutta- 
percha require a longer exposure of the gum to the same 
or an increased temperature to effect the requisite degree 
of hardening, varjring, according to the particular com- 
pounds used, from four to six hours at a heat of from 300° 
to 330°. 

When vulcanization is completed, the steam is dis- 
charged from the chamber through the safety-valve, and 
the cases removed ; the two parts of the flask are then 
separated and all portions of plaster detached from the 
rubber. Adhering tin-foil may be readily removed by 
placing the piece in a glass vessel containing dilute 
muriatic acid and subjecting it for a few minutes to a 
moderate heat. 

Finishing. — The rougher and more redundant portions 
of the indurated material are first removed with coarse 
files or rasps, following with those of a finer cut until all 
parts of the piece accessible to such instruments are 
reduced to nearly the thickness required. The excess 
of material on the lingual side of the plate and other 
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points not admitting of the use of the file, is removed 
with scrapers of various forms, some of which are showa 
in Fig. 96. After nearly the desired thickness is thus ol 
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tained and the surface rendered somewhat smooth and uni- 
form, a still further reduction is obtained with the use of 
Band-paper, using first (he coarser and finishing with the ' 
finer kinds. The final polish is then given to the surface, 
first with the use of finely pulverized pumice stone, and 
afterwards with either prepared chalk or whiting. The 
best method of applying the pumice is with flat circular 
pieces of cork of various sizes, which may be readily 
formed by attaching them to the lathe and reducing them 
to the proper size and siiape with a file while revolving. 
The chalk or whiting may be applied upon a cotton or 
ordinary brush wheel. In the use of the polishing 
materials, the latter should he kept constantly and freely 
saturated with cold water throughout the operation. 

Partial dentures constructed in a hose of vulcanieabU 
gums. — The foregoing description of the method of form- 
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ing entire dentures in a base of indarated gums, together 
with a knowledge of the manner of constructing parts of 
sets of teeth mounted on metallic plates, will render any 
extended description of the former process, as it relates 
to partial pieces, unnecessary. A gutta-percha plate of 
the required thickness and dimensions is aocnrately 
molded to a model of the parts, the narrower portions 
passing into the spaces between the teeth being stiffened 
by doubling the plate at these points with an additional 
strip of gutta-percha warmed at the lamp and made to 
adhere to the primary plate. The central portion of the 
plate may also be temporarily supported, and its form 
preserved, by filling in the concavity with a layer of stiff- 
ened wax. A rim of wax is then attached in the usual 
manner to those portions of the plate occupying the 
vacuities on the ridge, when the plate is placed in the 
mouth and an impression of the points of the opposing 
teeth secured; it is then removed, reapplied to the 
model, and the heel of the latter extended posteriorly 
to form an articulating surface for the remaining portion 
of the antagonizing model, — the latter being fonned in 
the ordinary way. The teeth are then fitted to the 
vacuities in precisely the same as when metallic plates 
are used, and the wax trimmed to the required fullness. 
The plate, with the teeth attached, is then placed in 
the mouth and any necessary corrections made in the ar- 
rangement of the teeth ; after which it is removed and 
re-adjusted to the plaster model, before doing which, how- 
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ever, the plaster teeth should be cut away from the 
model to within a half a line or a line of where they 
unite with the body of the latter, thus leaving a narrow 
shoulder to each tooth to indicate the exact extension of 
the base at these points when dressing tbfc vulcanized 
piece. The plaster teeth are removed to permit a more 
ready separation of the two parts of the matrix, for, if 
permitted to remain entire, they would necessarily be 
broken in forcing the sections of the mold apart, and 
the fractures, in many instances, would extend in upon 
the face of the model. The temporary plate and teeth 
are now placed upon the model, the latter encased in 
plaster in the lower section of the flask in the manner 
heretofore described, and all subsequent steps in the 
operation conducted in the same manner as described in 
connection with full sets. The necessity of furnishing the 
most perfect facilities for the escape of surplns material 
wheit forming partial dentures has already been fully 
discussed, and should be carefully considered. Whenever 
admissible, preference, in this as in other processes, 
should always be given to atmospheric pressure plates. 
Repairing. — If a tooth or a series of teeth have been 
broken, or any change in the position of a tooth is to 
be made, the latter or remaining portions of the former 
are first removed, and an irregular shaped groove or 
dove-tail formed in the base occupying the space to be 
supplied ; into this the teeth are properiy arranged and 
and supported with wax ; the dove-tail is then filled in 
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with wax even with the surrounding surface. Plaster 
is now poured into the lower section of the flask and all 
parts of the piece except the wax and teeth of replace- 
meniimbedded^ palatal side down, in the plaster. Upon 
this, plaster is poured, filling the upper ring, and when 
sufBciently hard, the flask is separated, the wax removed, 
and gum packed into the cavity around the tooth or 
teeth. Grooves are then cut extending out from the 
mold ; the two sections heated and forced together, and 
the process of vulcanizing conducted as before described, 
the same time and degrees of heat being required as in 
the first instance. The extra heat employed renders 
the surface of the material, previously vulcanized, some- 
what darker, to remove which, it is recommended to 
moisten the surface with dilute nitric acid for a short 
time, after which the piece is thoroughly washed and 
then placed for a few minutes in an alkaline solution to 
remove any remaining traces of acid. It is also recom- 
mended to immerse the case in alcohol for five or six 
hours, and then expose it to the rays of the sun for a 
like period of time. 




CHAPTER XVI. 

ClIBOPLASTIC METHOD OF MOUNTING ARTIFICIAL TEETH. 

The method of mounting artificial teeth indicated by 
the above ca|)tioii is one of comparatively recent intro- 
duction, and consists in forming the base of a metallic 
compound cast in a matrix, a part of the latter being 
formed by the plaster model of the mouth. The alloy 
used is composed chiefly of tin, silver and bismuth, 
with a small proportion of antimony. 

Notwithstanding the above process was introduced 
and recommended to the profession under circumstances 
that promised to command a general recognition of its 
merits, yet such has been the pervading distrust of its 
fitness for the purpose under consideration, both in 
respect to the chemical properties of the aUoy and its 
suitableness in other particulars as a base, that the 
method has never, at any time, been very generally 
adopted, and at present is only in limited use in the 
practice of those who were its earliest and most zealous 
advocates. 

Method of constructing entire and partifd dentures in a 
base of eheoplastic metal. — In constructing entire dentures 
in a base of eheoplastic metal, an impression of the 
mouth is first secured either in wax or plaster. If an 
air chamber is to be formed in the plate, a cavity of the 
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required depth and dimensions may be cut in the proper 
place in the impression. The hitter is then varnished 
and surrounded with some plastic substance, as putty 
or clay, building it out on a level with the upper margin 
of the cup. The impression is then enclosed within a 
sheet-iron cup from one to two inches in depth, and suf- 
ficiently large to lenve a space of a fourth or half an inch 
between it and the borders of the impression, except at 
the heel of the cup, where it should extend posteriorily 
from an inch and a half to two inches, to form an articu- 
lating surface for the antagonizing portion of the model. 
The lower edge of the ring is imbedded somewhat in the 
putty to confine the plaster when poured into the former. 




The impression thus arranged preparatory to obtaining 
the model therefrom is shown in Fig. 97. The surface " 
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of the impression, pntty and inside of the ring are now 
oiled, and the latter filled ia %vitb the plaster mixture for 
the model, the former consisting of equal parts by weight 
of plaster and finely pulverized felspar mixed with 
sufficient water to form a batter of the ordinary consi-*- 
tence. The model thus compounded will be found to be 
somewhat friable and will require careful manipulation 
in handling to prevent defacement of the surface. When 
the plaster is sufficiently hard, the ring and putty are 
removed and the model and impression carefully sepa- 
rated. The surface of the model extending out from the 
sides of the ridge is now trimmed smooth and two or 
more conical-sbaped holes formed ui the surface posterior 
Fia. 93. to the heel of the model ; 

(Fig. 98,) when aU 
parts of the model ex- 
cept the alveolar ridge 
and paktal arch are var- 
i nished. A temporary 
plate of thick tin-foil 
supported on the inside 
with a layer of was, or 
a thin sheet of gutta 
percha, is next accu- 
rately molded to that part of the model to which the 
base is ultimately to be applied. A rim of softened wax 
of the proper width is then attached to the ridge of the 
. plate when the latter is placed in the mouth and an im- 





CHEOPLASTIC METOOD OF UODNTINQ TE£in. S81 

pression of the ends of the opposing teeth eecured in the 
usual manner. The plate iind wax are then removed 
and reapplied to the model, (Fig, 100,) and the antagoniz- 
ing portion obtained in tho manner heretofore described. 

The two parts of the antagonizing model being sepa- 
rated, and the pl.ito and wax removed, a second plate of 
tin-foU or gutta percha is carefully molded to the face 
of the model, (Fig. 99,) to the border of which a rim of 
wax is attached as before, and ^'°- ^^■ 

having placed the plate in the 
mouth, the former is trimmed 
until the proper fullness and 
contour of the parts are 
restored ; the plate is then 
removed and replaced upon the model. On this plate the 
teeth are arranged and are temporarily supported by the 
rim of wax, the latter serving also as a guide in respect 
to the fullness and particular outline to be given to the 
arch. • 

In the selection and arrangement of the teeth the 
same general principles should govern the operator as 
those that apply to other processes and which have 
already been fully stated in a former part of the work. 
It is not essential, however, in the present case, that the 
base of the teeth should be very accurately ground to 
the plate, as all interstices at such jioints will ultimately 
be filled in with metal ; but where they unite with each 
other laterally, the co-aptation should be as perfect as 
possible to prevent the intrusion of the fluid metal. 
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00. The teeth mauufactnred 

expressly for this pro- 
cess hnve 110 pins, hut 
are verj- securely at- 
tached to the hase by 
. means of grooves or 
I drtve-tailafbrmeilin their 
' liiigual suriaces, ivitli 
sometimes holes runoinj: 
through the bodies of 
the bicuspids and molars 
and terminating in small depressions on their gi-inding 
surfaces. 

The teeth arranged, the wax supporting them on 
Fio. lot. the inside 13 trimmed, 

and a rim of the same 
formed arouiul the plate 
extremities of the teeth 
on the outside in the 
same manner as described 
i when treating of the vul- 
I canite base in the pre- 
' ceding chapter. The 
phite, with the teeth at- 
tached, is now placed 
upon the phuter model. 
(Kig. 98,) and the latter surrounded with a sheet-iron 
ring wide enough to extend half an inch or more above 
the points of the teeth. (Fig. 101.) 
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All exposed portions of the surface of the model, plate 
and wax are now oiled, and a batter of plaster and spar 
poured into the ring filling it even with the upper edge. 
When the plaster is sufficiently hard, the ring is removed, 
anil the two parts of the matrix separated. All por- 
tions of the tin-foil or gutta percha. and wax, are then 
thoroughly removed. A groove is then cut in the sur- 
face of that portion of the matrix containing the teeth, 
extending it from the centre of the posterior margin of 
the mold to the edge of the plaster, and also two small 
channels on each side, (Fig. 102) : into the former, the 
fluid metal is pour- *"'"• '"^ 

ed filling the ma- 
trix, and through 
the latter, the con- 
tained air is freely 
expelled as the 
former flows in. 

In the formation 
of a matrix for 
the inferior maxilla, the ginn\<:' ilitMn-h wliii'li the 
meta.1 passes to the mold should he extended through to 
the anterior part of the arch, entering the matrix at a 
point corresponding with the symphysis of the jaw ; the 
vents, as in the case of the superior arch, extending 
back from each heel of the matrix. The surfaces of 
both parts of the matrix are then coated with a carbo- 
naceous deposit by holding them for a few minutes over 
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the Uame of a tallow candle, oil lamp or gas jet, wlien 
the two pieces are bound firmly together by wrapping 
them with wire. Before pouring the metal, the joint 
formed by the union of the two sections of the mold 
should be well luted, and to prevent still more effectr 
ually the liquid metal from escaping, the Inatrix may 
he encased in a sheet-iron box as represented in Fig. 
103, the inside surface of which is first coated with a 
mixture of plaster 
and spar, and the 
matrix imbedded 
in it with the 
groove and vents 
upward. The mold 
thus prepared 
.should then be 
thoroughly dried 
by exposing it to 
a heat of from 300= 
to 400" in a furnace, stove or oven, or other suitable place, 
for five or six hours. It is then removed and supported in 
an upright position, and the melted alloy poured care- 
fully but quickly into the matrix until full. 

The manipulations concerned in the formation of 
entire dentures for the inferior maxilla differ from those 
described in connection with full arches above, only so 
far as the pecidiar configuration of the under diO'ers from 
that of the upper jaw, and which suggests no material 
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modification of practice except as it relates to the pro- 
vision made for the introduction of the fused metal into 
the matrix, the manner of forming the channel having 
been already adverted to. 

In the construction of parts of sets of teeth in a base 
of the alloy under consideration, the same general plan 
is adopted as described in connection with the use of 
vulcanizable gums, with such modifications only as are 
suggested by the nature of the material employed ; a 
further description of the process, therefore, is deemed 
unnecessary. 

Finishing. — The palatal face of the plate should be 
preserved in the condition in which it is first cast, as any 
filing or scraping of the surface will tend to impair its 
adaptation to the parts of the mouth to which it is 
applied, and to that extent afiect its stability. The 
roughness of surface and all excess of metal around the 
borders of the teeth and on the Hrfgual side of the plate 
are removed with suitably formed files and scrapers, and 
the use of these instruments should be continued until 
the plate at all points is reduced to the required form 
and thickness, when additional smoothness and uni- 
formity are given to the surface by rubbing the latter 
thoroughly first with coarse and afterward with fine 
emery cloth. The piece is then washed in soap and 
water, when it is burnished and polished with a revol- 
ving brush at the lathe with chalk. The case is now 
put into a strong solution of caustic potash and boiled 
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V minutes, when it is removed, again washed ia 

id, and repolished with chalk. 
'i Iff. — When it becomes necessary to replaca 
or more teeth that, from accident or other canse, 
broken or otherwise injured, the piece may be 
■ repaired in the following manner. First remove 
oaining fragments of the tooth and then file a 
I the base underneath; into the space thus 
ned arrange properly tlie tooth of replacement and 
into the groove with wax nntil the parts formerly 
by the metal are fully restored. To the surface 
'ax on the lingual side of the tooth a roll of wax 
1 'm of an elongated cone is attached to the base, 

te ;g up half an inch above the summits of the 
teeth. The apex of the was cone may be an eighth, 
and the base half an inch in diameter. To the surface 
of the wax on the opposite side of the tooth, another 
smaller roll of wax is also attached, extending a like dis- 
tance above the teeth. A sheetr-iron ring similar to the 
one used in forming the model is now filled one-third 
full of a mixture of plaster and spar of the ordinary con- 
sistence, and into this the plate is imbedded and the 
ring filled with plaster, the ends of the wax rolls exten- 
ding a short distance above the surface of the former. 
The wax stems are now withdrawn and remaining 
portions encased in the plaster melted by throwing the 
flame of a spirit lamp into the openings behind and in 
front of the tooth. The mold is then dried and heated 
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as in the first instance and the melted metal poured into 
the opening in the plaster posterior to the tooth until it 
is seen to rise in the vent hole in front. The plaster 
is then cut away and the piece removed and the added 
portions of the metal around the tooth dressed and 
finished in the ordinary manner. 




DEFECTS OF TKE PALATAL ORGANS, AND THEIR TREAT- 
MENT BY ARTIFICIAL MEANS. 



DEFE(n's of the palatal organs are usually classed as 
accidental and congenital, Aca'dental lesions of the pal- 
ate are such aa result from diseased action in the parts, 
and present themselves as simple perforations of indefi- 
nitfi'or irregular form and of variable dimensions, and are 
sometimes limited to the hard palate, or are confined to 
the velum, though frequently extending to tlie alveolar 
border, vomer, and turbinated bones, involving, in ex- 
treme cases, all or a gi-eater part of the structures men- 
tioned. Congenital defects of the palate occur as original 
malformations of the parts, constituting clefts or fissures 
of greater or less extent and magnitude, and commonly 
occupy the median line of the palatnl vault. The fissure, 
as in the former case, is sometimes confined to the soft 
palate or velum palati, extending, in some instances, a 
short distance into the posterior border of the hard palate; 
or it may consist in a separation of the palatal bones 
and palatal processes of the superior maxilla, the vclom 
remaining in tact, or with but a partial cleft extending 
into its anterior margin. In connection with fissure of 
the hard and soft palate, the ■ malformation frequently 
involves the alveolar border in front, the fissure at this 
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point embracing, sometimes, the entire space ordinarily 
occupied by the central and lateral incisors, thongh 
frequently of less extent; while the teeth are either 
absent or much displaced. When the fissure extends to 
the upper lip, the latter is divided vertically in one or 
two places, constituting either single or double hare-lip. 
Other forms of palatal fissures are characterized by a 
complete separation of all the parts mentioned, and com- 
municating as they do with the nasal cavities, with the 
absence sometimes of all those parts constituting the 
floor of the nostrils, and portions or all of the vomer and 
turbinated bones, forming an immense and irregularly 
shaped cavity, the lesion, as it relates to the performance 
of the important functions peculiar to the parts implica- 
ted, becomes one of the most serious character. Speech, 
in most cases, is rendered very imperfect, and, in the 
graver cases, the patients enunciation is almost wholly 
unintelligible. Prehension and mastication of food are 
performed with more or less difficulty, substances, from 
their tendency to pass into the fosse above, being less 
under the control of the tongue ; and in cases complicated 
with a changed or abnormal relation of the teeth, conse- 
quent either upon undue approximation or espansion of 
the lateral walls of the maxillary arch, the function 
becomes still more embarrassed. Deglutition is likewise 
obstructed in proportion to the extent and location of the 
fissure, the act being sometimes performed with great 
difficulty in those cases where complete division of the 
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soft palate exists, the food being projected into the nares 
88 the muscles of the fauces contract upon it. 

The means employed for the relief of congenital defects 
of the palatal organs, are either surgical or mechanical, 
hut as a. consideration of the former does not come pro- 
perly witliin scope or design of the present work, the 
latter only will he considered. In respect to the artifi- 
cial appliances used, but few contributions have been 
made to this important specialty of mechanical practice 
within the past few years, the improvements in the 
construction and appUcation of palatal obturators or 
artificial palates having been chiefly confined to fixtures 
designed to supply the loss and establish the functions of 
the velum or soft palate. 

In cases where the opening is confined to the hard 
palate, it will be sufficient to construct, and attach U^ 
one or more of the natural teeth on each side, a plain 
plate of gold or other suitable substance, sufficiently 
F,B. 104. large to extend a short 

distince from the margins 
of the fissure all round. 
(Fig. 104.) The pkte 
should be accurately adapt- 
ed to the parts on which 
it rests, and the clasps 
carefully and skillfully fit- 
ted and adjftsted to the teeth, while the hitter should be 
firm and in a healthy condition, and in all other respects 
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well adapted to purposes of support. If, in conjunction 
with the fissure, vacuities exist in the ridge to be sup- 
plied with artificial teeth, the plate may be made to 
extend to the border at ^">- "s- 

such places, and porcelain 
teeth mounted on the base 
in the manner usually prac- 
ticed. Fig. 105 represents 
a palatal obturator to 
which are attached the 
central and lateral incis- 
ors; other modifications in 
the form of the plate, where teeth are to be replaced, 
will be suggested by the special requirements of each 
individual case. 

In cases of congenital fissure of the velum where a 
complete and widely extended separation exists, and 
which is ordinarily incapable of successful treatment by 
surgical means, various ingenious contrivances have been 
resorted to, from time to time, to supply, by mechanical 
means, the loss of substance in such a manner as to ful- 
fill, more or less perfectly, the functions pecuhar to this 
structure. To C. W. Stearns, surgeon, formerly of 
London, whose extended researches into the nature of 
palatal fissures and successful treatment of them has so 
intimately identified him with this specialty of dental 
practice, the profession is greatly indebted for the most 
perfect and successful contrivances which have ever been 
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devised for the relief of the defects in question. Another 
and very recent contribution has been added to this 
department by Mr. Steams, entitled '' Palatine Fissure : 
Its Remedy by Artificial Means Considered." The able 
and highly instructive character of this paper would 
doubUesa render the introduction of it without abridg- 
ment acceptable. Omitting, however, the introductory 
portion, the author feels fully warranted in presenting to 
the reader the somewhat lengthy extract which follows. 

"Cases of Congenital Palatine Fissure may all be 
classed under two species. 1st. Those in which the 
fissure extends only through the velum or soft palate, and 
leaving the palatine or maxillary bones forming the roof 
entire, 2nd, When the fissure extends quite through the 
roof and alveolar sockets, and usually complicated with 
hare-lip ; but, as happens in other malformations, these 
two classes often run into one another. Thus, I have 
seen several cases of the first class where the fissure 
extended from one-eighth to three-quarters of an inch 
into the posterior margin of the bony roof; — one case 
where the roof was entire, but yet there had been a double 
hare-lip. Another case, I recollect, where the lip was 
full and perfect, yet the roof was widely fissured quite 
up to the alveolar sockets, but leaving the teeth straight 
and regularly developed. 

" The late Doctor Arnott, of London, told me of a case 
he once saw, of a laboring man, whom he noticed was 
much given to the luxury of eating figs. Upon inquiring 
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the reason of his thus indulgiDg his appetite, he learned 
that the poor man had a l.i]^e congenital opening through 
the bony roof, while the velum was entire, and he used 
the skin of the fig to close the opening, as he found that 
by so doing he could speak much hetter ! 

"In cases of the first class, the fissure through the 
velum is a symmetrical parabolic arch of muscular tissue, 
liaviug its apex at the margin of the palatine bones ; 
and, on each side, about an inch below, a small fleshy 
nipple-like process, and which are obviously the remains 
of the imperfectly developed uvula. Continuing down- 
wards, as far or below the tonsils, the muscular fibres 
join and interlace with tliose of the pharynx, and in part 
with the base of the tongue, or are inserted into the bone. 

" This class of cases I regard as offering by far the 
most favorable chances for relief by the use of an artifi- 
cial velum ; and it is the only sort that the surgeon is 
ever justified in attempting to close by suture. These 
cases difi'er greatly from each other in the volume of 
muscular tissue forming the sides of the fissure, bfiing 
in some subjects so thin and tense as to have but little 
muscular movement ; in others they are round and thick, 
so that when in a state of relaxation or repose, they are 
seen to approach very near together. These are the 
rare cases where surgeons have succeeded by a masterly 
effort of operative skill in closing the opening by suture. 
They have also attempted numberless other cases, where, 
from scantiness of material, the operation has failed to 
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result in a union. Dr. Arnott (author of Elements of 
Physics) told me of a case he had seen where the im- 
perfection of speech was very considerable, yet, on look- 
ing into the mouth, the velum at first sight appeared 
perfect. By the elightest movement of the palatine mus- 
cles, however, as in speaking, the two halves of the 
velum were instantaneously contracted and drawn to 
each side so aa to show a very considerable opening, 
which allowed the voice to escape by the nasal passages. 
In a state of rest the edges of the fissure were closely in 
contact, the effort to speak drew them to each side as one 
would a window-curtain. Such a case would not only 
offer no chance for the introduction of any artificial 
appliance, but plainly invite a surgical operation. 

" A great many of the less favorable cases of this class 
have been operated upon by eminent surgeons with 
various results. In two that 1 have seen, a firm union, 
with some degree of mobility, had been secured for a 
short distance below the palatine bones. In one, that 
Mr.' Listen described to me as occurring in his own 
practice — a well-grown girl at the London (University) 
Hospital — he succeeded in getting a union for the whole 
length of the fissure ; but after the parts were healed he 
found that, instead of a serviceable velum or muscular 
valve, capable of closing, narrowing, or opening the nasal 
passages at will, he had a rigid, fleshy septum stretched 
across from side to side ; and this septum was not only 
in the way of the ordinary movements of the tongue, so 
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as to interfere with deglutition, bat it also had the effect 
to divide or split the column of sound as it issued from 
the glottis, and so turn a part of it through the nasal 
passages. He was so dissatisfied with this result, that 
with one stroke of lus bistoury he slit down the newly- 
formed velum, and undid, in a moment, all that a long 
and skillful operation, foUowed by patient attendance, had 
achieved. 

^' Other cases that have been operated upon are to be 
met with, where, by desecting off and freeing the soft parts 
to some extent, from their attachments to the palatine 
bones, the surgeon has sought to overcome the difficulties 
caused by the want of material, and consequent rigidity 
of the parts. In this way a union at the lower part of 
the fissure has been secured ; but there remained an oval^ 
shaped hole above and just below the margin of the 
bone, where the edges presented scarcely more than a 
duplicature of the mucous membrane to be scarified and 
forcibly drawn together by suture. 

^^ There will usually be found a great uniformity in 
the shape and general appearance of the fissure in cases 
ranked under this first division, and the two sides of the 
opening are quite symmetrical. 

^^In cases of the second class, where the opening 
extends through the palatine and maxillary bones, and 
usually accompanied by a hare-lip, which has been closed 
by a surgical operation in early childhood, a great diver- 
sity in the form and size of the opening will be met 
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with. Upon first looking into the mouth, a large, shape- 
less cavity vdll be seen ; but the fleshy part of the fissure 
is more symmetrical than that of the bony part, re- 
sembling, in this respect, the cases of the first class, 
excepting that the gap is usually much broader. The 
irregularity of shape is owing to the malformation and 
malposition of the bones forming the roof. Though the 
fissure through the bones may be nearly on the median 
line, yet, in the great majority of instances, the vomer 
or septum nasi is brought down so as to meet and articu- 
late on one side with the plate of one or the other of the 
superior maxillary bones, thus forming one tolerably 
perfect naris, generally the one on the right side, while 
the other naris has no tloor, but makes one continuoaa 
cavity with the fauces, extending upwards to the base 
of the cranium. In some cases of this second class, the 
opening will be found more symmetrical, having the 
septum or vomer incomplete, and which is seen depen- 
dent from the base of the cranium on the median line, 
but not reaching down far enough to intersect and unite 
with the plate of either maxillary bone, so that neither 
naris is completely inclosed, but both together form one 
continuous cavity with the mouth, the incomplete plates 
of the maxillary bones making a projecting ledge or shelf 
on each side, continuous with the fleshy edges below. 
And it is these firm projecting ledges, on one or both 
sides, that I make available for supporting the instrument, 
and keeping it firmly fixed in its place. The opening of 
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the fissure through the alveolar sockets may be eo wide 
as to equal the space occupied by two, four, or even 
six, of the front teeth, but commonly the edges of the 
bony fissure at the region of the teeth are closely in 
contact, so as to seem, in fact, united, but any thin sub- 
stance, like a quill tooth-pick, may be passed freely 
between them, showing that there is no continuity, but 
only close contact. 

"The cases belonging to this second class, as just 
described, will be found to require, from any one under- 
taking to relieve them by artificial appliances, all the 
skill in manipulation that he is master of, both in copy- 
ing the malformation by impressions taken with plastic 
substances, and after that, making an instrument from 
his models thus obtained that wiU correspond to the 
shape of the parts to be fitted at points not visible, as 
well as those in plain sight. JIoc opus hie labor. 

" The conditions required to be fulfilled in any success- 
ful attempt to construct an artificial palate, or 'obturator,' 
as it has been more briefly named, are a nearly perfect 
adaptation to the irregular shape of the opening, and a 
combination of the properties of elasticity and durability 
in the material of which the instrument is constructed. 
The vulcanized ' soft rubber possesses these in a re- 
markable degree, and which, added to its highly plastic 
quality, leaves hardly any better material for the purpose 
to be desired. In fact, the vulcanized ' soft rubber' may, 
with some propriety, be termed, in this connection, ariiji- 



cial Jlesh, and the vulcanized 'hard" rubber,' now much 
used by dentists, may, with even greater reason, be 
called ariijieial lone. The properties of the vnlcanized 
soft rubber, in respect to durability, are quite remarkable 
when we reflect that, placed in the mouth, it is there 
subjected to the combined action of five destructive 
agents, viz : animal heat, moisture, motion, the salivury 
acids, and the oils of the food, — all acting together and 
incessantly upon it. When this is molded to the shape 
required, and with a high degree of elasticity, it is yet 
flexible and soft as the finest kid, we may say that we 
are supplied with just the right material ; and it only 
remains for us to make a good use of it. The degree of 
elasticity is a point that must be carefully attended to in 
manipulating the rubber, for, if the velum is made too 
hard and stiff, it will cause pain, and otherwise embarass 
the action of the soft muscular parts with which it is in 
contact. If, on the other hand, it is too soft and j-ield- 
ing, it will nflt react or expand quickly enough, but will 
be liable to be closed by food and the viscid Quids nf 
the mouth ; nor will it long sustain, as it must do. not 
only the ordinary pressure upon it in speaking and swal- 
lowing, but also the more violent and spasmodic efibrt' 
of coughing, sneezing, vomiting, etc. 

*' I will now proceed to explain, as clearly as I am able 
to do in words, the plans and methods I have used in 
adapting artificial vela to relieve the different forms of 
palatine fissure already described ; and trust, by the aid 
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of the accompanying drawings, to make myself under- 
stood by those who may happen to be especially inter- 
ested in the subject. 

^^ All cases require, m the first place, a plate or roof of 
gold, or some other convenient substance to be prepared, 
to the posterior margin of which the flexible and elastic 
velum is to be attached. Where the fissure does not ex- 
tend into the bony roof, as in cases belonging to the first 
class, a narrow arch of gold plate from the molar teeth 
on one side to those on the other, will be sufficient for 
our purpose. But when, as in cases of the second class, the 
opening reaches far forward, then an artificial roof has 
also to be supplied ; and plates made of gold are found 
too heavy ; but the valcanized hard rubber, by its com- 
bined lightness and strength, is much to be preferred. 
The plate or artificial roof having been properly fitted 
to the bony surface, the making of the velum is next to 
be proceeded with. 

^^ As the velum is to be fitted to the fleshy, and there- 
fore mobile region of the fissure, its shape and size must 
be determined by a resort to some expedients other than 
what are used to get a cast of the bony portions ; for it 
is manifest that however soft and plastic the wax or 
other substance might be, the sensitiveness of the fleshy 
parte would cause them to retract instantly from contact 
with foreign substance ; so that the form of the fissure 
must, for the moment, be changed to something different 
from what it is while in a state of rest. Added to this. 
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the degree of pressure, however slight, required for 
taking an impression of parts that in fact have no more 
solidity thitn the lips or the tongue, must of necessity 
cause some displicement ; I therefore resort to other 
means for getting the shape of the lower portion ; hut 
for the upper portion, say half or three-quarters of au 
inch above and below the point where the muscuUr fibres 
are attached to the bones, I am enabled to get pretty 
accurate plastic impressions. I have always found much 
greater irregularity in the form of the soft parts, behind 
the edges of the opening, and which are out of liew, than 
is seen on the anterior surfaces, which are pretty sym- 
metrical. This irregularity of the shape of the posterior* 
surfaces is caused by the abnormnl position and form of 
the palatine bones, to the edges of which the long slen- 
der muscles forming the columns of the soft palate are 
superiorly attached. The artificial roof heing extended 
backwards to a point where the fleshy tissue begins, I 
first get the fonn and breadth of the opening from that 
point as far down as the little pendent nipple-like pro- 
cesses, by using a lamina of wax, not softened, attached 
obliquely to the end of a stick, paring the edges with a 
knife until the wax can be passed backwards and for- 
wards through the fissure, and is seen to correspond in 
shape. This lamina of wax, thus brought to the required 
shape, I afterwards extend downwards by the addition 
of another and broader piece, which reaches as low as 
the union of the slender palatine muscles with the base 
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of the tongue and the pharyngeus. The pattern thus 
obtained represents the flat, central portion, or velum- 
proper, but to which afterwards are added certain lateral 
appendages, covering both the anterior and l)osterior 
surfaces of the fissure, and considerably increasing its 
size. To the edges of this flat pattern are added two 
wings of thin wax, extending from the top about one 
inch downwards, and projecting obliquely forwards, and 
so bent and shaped as to cover the anterior surfaces of 
the fleshy sides of the fissure. These wings are indica- 
ted by the letters w tv, in figures 107, lt)8, and 109, 
representing the rubber velum. The lower margin of the 
wax pattern very nearly touches the muscular surface 
of the pharynx, and its rounded corners enter the narrow 
cavities made by the junction of the long palatine mus- 
cles with the pharyngeus, by which I ascertain the whole 
length required for the velum-proper, and also its great- 
est breadth at its lower end. I now proceed with a wire 
probe, bent at right angles half an inch from the point, 
and which is guarded with a pellet of wax, to sound the 
depth and shape of the cavity behind the columns or 
edges of the fissure for some distance upwards. Lastly, 
I take a small stick of soft wood, with a handle shaped 
on one end, and a flattened bulb-shaped head, carved 
obliquely, on the other end. This bulb is to be covered 
with softened wax or warm gutta-percha, and then by 
passing it through the fissure, and drawing it forwards 
and upwards, I am able to get an impression of the shape 
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taking the impression. By this last process we gain a 
knowledge of the shape of parts not visible to the eye, 
" ajid where it is of great im- 
portance to liave the artifi- 
cial velum well fitted. By 
the aid of this impression I 
proceed to attach to each 
side of the wax model, and 
l>c'liind the wings, a longer 
ami thicker lamina of wax, 
I'loJGcting obliquely back- 
wavils, 80 that when placed 
in the mouth it will cover 
the posterior surface of the 
fleshy edges of the fissure, 
and also prolonged upwards 
half an inch or more beyond the upper end of the velum- 
proper, so as to lie upon the projecting bony shelf. This 
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posterior appendage is indicateil by the letters 9 y in the 
drawings, and it will be seen that by the two on each 
aide a groove (c c. Fig. 110.) is formed along the edge 
of the velum, adapted to receive the edges of the fissure. 
This wax model then, with its lateral wings, and also 
the velum to be made from it, comes to be of a size very 
much larger than the mere width and length of the gap 
which it is designed to close. Many of those I have 
made, when held 111 the hand and examined, appeared 
truly formidable from their great size, but when looked 
at in the mouth, appeared small enough ; in fact, I never 
yet had to alter my models to make a velum smaller, 
but have oflen had to enlarge them. From this it will 
also bo understood that an artificial vulum must be some- 
thing more than a mere curbiin suspended in the plane 
of the fissure, and just touching its fleshy, edges wheu 
at rest. Such an appliance coidd effect no improvement 
in the speech, and would be liable to very frequent dis- 
placement by coughing, sneezing, or even the ordinary 
act of swallowing. But if the velum is made as large 
as the surrounding parts will possibly admit, it is then 
acted upon with force by the muscles in conLtct with it, 
and, what is also of great importance, it is, in great part, 
self-supporting, and even aids to bear the weight of the 
solid roof to which it is attached ; so that in fact the only 
real necessity for an artificial roof is to fill up the gap in 
the bones, if there is one, and also to keep the velum 
from being carried backwards in swallowing. 
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^^If the wax model, as thus completed is attached 
obliquely to the end of a slender stick, like a penholder, 
or held in a port-crayon, it may be tried in the mouth, by 
passing it far down into the pharynx, so as to get its upper 
end behind the edges of the fissure, and then raising it, 
and at the same time drawing it gently forwards, when the 
operator may see how nearly he has brought it to the 
required form. If it is pretty well adapted, the model 
will settle into its place, and show some disposition to 
stay there. This trial should be made slowly and 
gently, for the wax being inelastic, is not suited to yield 
to the spasmodic contraction of the muscular parts, and 
therefore patients should be cautioned to control them- 
selves for a few moments during the process. 

^^ From this wax model, the making of a mold on 
which to vulcanize the elastic rubber velum, is next to 
be proceeded with. This mold consists of several 
detached pieces, which when laid together, inclose a 
hollow space of the same form as the rubber velum to 
be vulcanized in it. For making this mold, either 
plaster-paris, hard wood, or type-metal may be used. 
A plaster mold will serve for only once, but from hard 
wood or type-metal molds an indefinite number of vela 
may be vulcanized. It would be difficult, by mere 
verbal description, to specify both ther number and 
exact shape of the several pieces of which the mold con- 
sists; nor, perhaps, is this necessary, as anyone acquainted 
with the process of Apiece molding,' as practised by 
sculptors and modellers, or that of ^ false coring,' used by 
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m^ I hare eorred most gf my molds from blocks 
dose grahked nnboganr, those who will hereafler 
ttake these cases had better use type-metal or some 
• compoond ; for wood can only be used for vulcan- 
ith a ' diy heat,' and most, if not all, of the 
aer compoonds now made by the manufacturerH, 
e to be vulcanized by a 'steam heat,' and will not 
! in the old way by a dry heat. The molds 
>iie6y of three pieces, if made of wood, or more 
iniently of fonr pieces, if made of metal, \-iz : one 
piece for the base, on which the posterior surface 
of the velum is formed ; two lateral or cheek-pieces to 
form the wings ww, qq, und the groove c e ; and a top- 
piece or cope, as broad as the base, which closes over 
the other three pieces, and gives form to the anterior 
surface of the velum. Thus all the pieces of the mold, 
which placed in their relative position and locked to- 
irether, will inclose a vacant space of the shape required 
for the rubber velum to be vulcanized in it. 

"Having explained thus generally my methods of 
proceeding, applicable aUke to all artificial vela ; it now 
remains for me to illustrate the subject in a still more 
particular and practical manner, by taking cases from 
each class, and describing minutely and as intelligibly 
as I am able, what I regard as essential to the purpose. 
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" Let US begin with a case where the natural roof is 
entire, or nearly so, the lesion being limited to the soft 
parts or natural velum palati. For this an arch of gold 
plate or * hard rubber ' is first tg be fitted to the roof of 
the mouth, and secured by clasps to the teeth, or by 
atmospheric pressure. This plate should extend back- 
wards so far that its posterior margin may be about on 
a line with the apex of the fissure {B, Fig. 106). Just 
at this middle point a strong tongue4ike process, about 
one-quarter of an inch wide and three-eighths long, pro- 
jects from it obliquely downwards and backwards in the 
plane of the fissure. On the back, and near the end of 
this process, is inserted at a right angle to it, a pin or 
pwotyp, of thick gold wire, about one-fourth of an inch 
long, and with a small tooth-like process at the extremity. 
A short gold tube, s w (2>), with a slot in one side, is then 
made to be slipped on to the pin, so that, if turned either 
way, it is held there by the tooth at the end of the pin. 
This slotted tube, or smvely s w, is then soldered on to 
the upper side of a back-plate^ b d, which is a small gold 
plate bent or swedged to correspond to the posterior 
surface of the rubber velum at its upper end — the velum 
to have a hole through it corresponding to the position of 
the pin on the back of the tongue piece and4he swivel on 
the back plate. By passing the pivot through the hole 
in the velum, and the swivel of the back plate laid on 
above it, and then turning it a quarter round, the velum 
will then be held between the two plates, and thus 
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securely attached In the roof. The velum i-an turn on 
the pivot but very little while ia the mouth, hut taken 
out, it can be turned a r^uarter round, so that the tooUi 
on the end can pass through the slot, and the two plat«s 
he detached. 

•'At the lower end of the back-plate, (D),lb,is a 
delicate conchoidal spring, r of flattened gold wire, termi- 
nating in a straight portion or tail, t, which passes 
through an eye or loop of wire, /, which is baked or vul- 
canized into the rubber. The necessity for this spring 
will be explained further on, when describing the psirts 
of the rubber velum. 

** In those cases that will sometimes present them- 
selves, where the fissure has been closed by a surgical 
operation for a distance of one-half or three-fourths of an 
inch from the bone, I connect the velum to the roof by 
a method dillering somewhat from that just describeJ, 
that is by o. flexible attachment. At the middle or highest 
point on the posterior mu,rgin of the roof plate, (/I), mm, 
I insert a slotted tube or swivel, s w, horizontally from 
before backwards. I then take a piece of gold wire, 
about one-twentieth of an inch in diiimeter (&), and 
solder a tooth to one end, so that it may be passed into 
and held by* the horizontal swivel in yl. The middle 
portion of this wire is then flattened, by hammering very 
thin, so as to make of it a delicate and elastic spring, and 
somewhat flattened, also, quite to the lower end. On 
the back and upper side of the flattened lower end J 
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solder an upright toothed pivot, p, similar to that 
described on foregoing page, and which passes through a 
hole in the velum proper, near its apex, and then through 
the swivel on the back-plate, as before described. Thus 
it will be understood that in these cases two swivels are 
used— one horizontal, the other verticle. The spring 
formed by the flattened wire connects the velum to 
the roof-plate, find accomodates itself to the limited 
muscular movement from before backward, which may 
result from the partial union of the soft parts previously 
effected by the surgeon. 

" I come now to the more formidable class of cases, 
where the fissure extends quite through the maxillary 
bones, and sometimes includes two or more of the 
alveolar sockets. In all cases of this sort I would 
advise the use of the ^ hard rubber ' for the roof-plate, 
gold being quite too heavy for so large an artificial roof 
as is required in these cases to fill the opening. The 
substance of the roof-plate is continued backwards to a 
point a little beyond that where the hard bony edges of 
the fissure end and the soft edges begin. No tongue-like 
continuation, nor any spring of flattened wire, as de- 
scribed in the preceding cases, is required for these ; but 
near the posterior margin, and at the middle, a verticle 
toothed pivot is to be firmly vulcanized into the substance 
of the haVd rubber, and which is to pass through the 
velum and socket on the back-plate, in the same manner 
as before described. The greater difficulty met with in 
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getting good casts of these cases, where the opening is so 
extended and irregularly shaped, requiring to be filled and 
fitted by an instmment of corresponding size and irregu- 
larity of shape, adds considerably to the labor. Figure 
110 is a side view of an instrument made for a vei">' wide 
fissure of this class. The ' hard rubber ' roof-plate, BH 
E.H., was made and several front teeth attached to it by 
a skillful dentist of this city. la adapting elastic velum, 
EEEE, I proceeded on the same plan as in other cases, 
excepting that the vomer, which was incomplete and 
pendent from the base of the cranium on the median 
line, was somewhat in my way. The letters RR indi- 
cate two pretty thick and firm rubber processes, on the 
upper or back side of the'velum (admitting the vomer 
between them),, and through which passed two horns, 
made by soldering a piece of gold wire across the back- 
plate. This latter feature I have never before found it 
necessary to adopt; but in order to give the velum firm- 
ness, without at the same time impairing its elasticity, 
I thought it desirable to steady it from a point as high 
up as possible. 

*' In this figure the letters CC indicate the lateral 
groove adapted to receive the fleshy edges of the fissure; 
and also at the letter s may be seen a portion of the bow 
or inferior rubber spring, on the back surface of the 
velum, connected with it only at its ends. This lower 
spring or bow is particularly necessary in vela of very 
large size, to insure their permanent elasticity. 
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^' In this class of cases it will be found necessary to 
mold the under surface of the artificial hard rubber roof 
much deeper or more concave than is seen in the well- 
formed natural roof, and from the upper surface to carry 
up two walls or ridges of the material toward the base of 
the cranium, one on that side where the vomer articu- 
lates with the maxillary bone, to be inclined a little 
inwards towards the median line, the other to be inclined 
a little outwards, so as to overhang the projecting edge 
of the imperfect maxillary on that side. By looking at 
the drawing (Fig. 110) it will be seen that the upper or 
forward end of the elastic velum at / projects consider-* 
ably forwards so as to overlap, for half an inch or more, 
the posterior margin of the hard rubber roof, and also 
that it is much broader on the side than the roof-plate. It 
is by this arrangement that the instrument is firmly held 
in its place at the middle and posterior region of the 
fissure, while the clasps and atmospheric pressure keep 
up the plate anteriorly. This is a very important point 
to be attended to, as giving an equal and easy support to 
the whole apparatus, which cannot be done permanently 
by clasps to the teeth, or any jointed mechanism in the 
artificial roof. 

^^ Having now described the solid and metallic parts 
composing the roof and the attachments of the velum to 
it^ I will now proceed to the different essential parts of 
the artificial soft rubber velum. The vela are all con- 
structed on essentially the same plan for each of the 
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wards to one-half or more of its length. Above this slit 
(see the posterior views, Figs. 108 and 109), and con- 
tinuous with it, is an opening about one-eighth or thi^e- 
sixteentlis of an inch wide, extending quite up to the 
junction of the velum with the roof-plate. In front of 
this opening, on the anterior surface of the velum (see 
Fig. 108), is a tongue-piece of rubber, half an inch wide, 
V Vy attached to the velum at its upper end, so that it 
acts as a valve to close the opening through the middle 
just described ; thus the two halves of the velum proper 
are allowed to slide freely one over the other by the 
compression of the surrounding muscles, and the whole 
forms, in fact, a valve within or upon a valve.^ 

The anterior surface of the velum (Fig. 108,) with 
valve V V covering the central opening, presents a 
smooth and slightly concave surface, and therefore needs 
no particular demonstration. Referring to figures 107 
and 109, a view is had of the posterior surface of the 
velum, H, and more is seen that needs to be explained ; 

* I wiHh hero to be understood as sajingy in exact terms, that I consider 
the slit and opening through the centre, and its closure by a sort of valve 
on the anterior surface, as an essential feature of all artificial vela ; and 
also, that I do not acknowledge the remotest obligation to any other per- 
son for this one idea ; and which did not present itself to my mind until I 
had occupied myself with my first case (in '41 and M2) for more than a 
year. Previous to that, all my time had been occupied in futile attempts 
to mold the plastic rubber to a copy of the natural velum. The moment 
this idea of the middle opening and valve suggested itself, I felt confident 
that a great point was secured, and that contractility, if not muscularity, 
was attained ; for to give muscularity to any work of human hands is 
manifestly as much beyond our reach as to make a glass eye that shall re- 
ceive and convey impressions to the brain. 
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for it is on the posterior surface of the artificial velum, 
where there is plenty of room, that we can place all the 
mechanism that we may wish to adopt for the purpose 
of attaching the veium to the roof-plate, and also for 
giving to it that delicate and permanent elasticity fit- 
Hog it for the place it is designed to fill. Half an inch 
or more above the lower margin, on the posterior surface, 
is seen a rubber bow nr spring, sa about one^ighth of an 
inch thick, an inch long, laid across and attached to the 
velum only at each end, so as to allow the opposite 
halves or flaps of the velum to glide freely one over 
the other. 

" This how or spring at the lower part I consider very 
necessary in all vela of large size, and perhaps useful in 
the smallest. A Inrgu velum without it will soon begin 
to lose some part of its original elasticity, and become 
warped out of its shape, so that the wearer will be sad- 
denly conscious of not deriving so much benefit from its 
use as he has been accustomed to do ; so I would advise 
those who may undertake the work, not to omit Ibis 
lower spring, though it adds considerably to the labor. 

" Near the upper end, on the back side, is another 
rubber bow or spring,///, also essential to the ehisticity 
of the velum. The back plate, b b, is seen to cover a 
part of the posterior surface of the upper end of the 
velum, and its lower end passes under the bow,//, be- 
tween it and the valve, V V, on the anterior surface. 
Here it receives the conchoJdal spring, r, which termi- 
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nates in a cue or tail, passing through an eye or loop of 
wire, /, which has been vulcanized into the substance of 
the rubber. The use of this sirring is to keep the valve 
V V gently pressed &gainst the anterior surface of the 
velum, and prevent it from drooping, so as to open 
the passage for the escape of sound upwards. The 
lateral attachments to the body of the velum proper, q q^ 
covering the posterior surfaces of the edges of the fissure, 
and W Wy covering in like manner the anterior sufaces, 
have already been referred to. That part of the upper 
end of the velum which is prolonged forwards so as to 
overlap the roof-plate, (see /, Fig. 110), and also widened 
so as to bear upon the superior surface of the projecting 
edges of the fissure, should be made considerably thicker 
and firmer than the body of the velum below. 

^' From this description of the form, plan, and size, of 
elastic artificial velum, it will be understood that it is in 
no respect a copy of the perfectly formed natural organ, 
but an elastic valve acted upon and compressed by the 
surrounding muscular tissue with which it is closely in 
contact. The natural ors^an has muscular vis insitay which 
is a vital quality that no art can give to inanimate sub- 
stance. The best substitute for this vital contractile 
power is the plan here detailed, of making the body of 
the velum to consist of three parts, joined at the top, and 
which can slide freely one over the other, and thus 
expand and contract by the lateral pressure of the sur- 
rounding muscles. It was this idea of the three pieces 
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thftt decided the success of iiiy Grst case. Eighteen 
years have since elapsed, and I have not yet conceived 
any other possible way rf constructiug an instrument at 
once simple, delicate, and durable, than in this triple form; 
and though I trust and believe that others will hereafter 
improve upon my methods, I am confident that this one 
feature will be preserved in all successful "Obturators." 
" There is one physiological fact to encourage the 
operator who may undertake to remedy imperfect speech 
by his mechanical appliances : that speech, or articulated 
sound, is not a vital function, Hke the circulation, respi- 
ration, or digestion, but a mechanical function, performed 
by mechanical agents. The characteristic sound of sev- 
eral of the letters of the alphabet is constantly produced 
by certain familiar objects around us. Thus the rapid 
I)assage of steam or of air through a crevice produces a 
hissing sound which is identical with that of the letter S. 
which is also made by forcing the brcatli through the inter- 
stices of the teelh. The buzzing of the wings of insects, 
or the sound made by a flat splinter of wood tied to the 
end of a cord and then whirled rapidly through the air 
is simply the letter Z, On inverting a bottle filled with 
TPatcr 50 that the liquid may flow out by intermittent 
jots, the |H>rfect sound of G (hard) is at once recoguised, 
Tho sudden breaking of a stick will give the sound of X 
or K. S. In short, the elemeatary sounds of all the let- 
t»T« of the alpbnbvl hare lung ago been imitated more or 
les!t pt^rfeiMly in automata made by patient and ingonious 
mechauioians for jiublio exhibition. 
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" The object of the labor and skill bestowed in making 
and adapting an artificial velum is not attained when the 
instrument is completed, be it performed never so skill- 
fully, for the speech remains almost unchanged ; nor is 
there much involuntary improvement, but at first only a 
sufflated tone, like that of a person with a cold. There 
remains a course oi vocal practice to be entered upon and 
patiently persevered in, before any great improvement 
in speech* is attained. 

" The necessity for this instruction and training delays 
the beneficial results of the operation, and is what some 
patients are disinclined to undergo; and this delay and 
diflSculty, presenting itself in the course of my experience, 
has had considerable weight with me in withdrawing my 
attention from the subject. But patients should be made 
to understand clearly, at the outset, that after the instru- 
ment is made, then they have something to do ; that they 
must in some part ^ minister to themselves.' To do this, 
they, of course, will need specific instruction ; and I had 
proposed to explain a system of vocal practice, that I 

♦ Ever since my attention was first given to this subject, I have, from 
time to time, met with newspaper accounts of persons, with congenital 
fissure of the palate, ** being enabled to articulate perfectly," &c., &c., by 
the aid of some piece of mechanism that some one had just made for them. 
Now, I wish here to take the responsibility of saying, in plain words, such 
a result is physically impossible; and all statements of that kind can only 
cruelly disappoint those who are confidently hoping for relief from a life- 
long infirmity. Only in cases of grown persons, where the soft palate has 
been partly destroyed by syphilitic disease, or in those very rare congenital 
cases where the fissure extends only through the bony roof, leaving the 
soft palate entire, will the adaptation of any artificial apparatus cause im- 
mediate and marked improvement in speech. 

27 
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have arranged and made use of, for the developmeut of 
the faculties of speech in those who, all their lives before, 
have never posessed the organs needed for perfect articu- 
lation. This plan or system of vocal practice I have, 
however, decided to reserve for a future essay, if what I 
have already written, to illustrate the mechanical part 
of the suhject, should prove of sufficient interest to make 
any further publication desirable. My remarks already 
have covered more space than I at first anticipated ; yet 
I must add some further observations, taken disconnect- 
edly from written memoranda, copies of letters, &c., not 
originally meant for publication. 

" I. The pain or inconvenience to patients, on begin- 
ning to wear the instrument is inconsiderable — surpri- 
singly so ; in fact, I have myseli' been astonished to find 
that they were not unwilling, on the first day, to walk 
home through the streets with a mechanical apparatus in 
the mouth, so long as to reach from the front teeth to 
the anterior process of the fourth cervical vertebra 
(which vertebral process can be seen and felt just tinder 
the mucous membrane of the pharynx), and so broad 
that the sides of the velum, near its lower end, touched 
the styloid processes of the sphenoid bone (which can 
also be felt with the end of the finger, behind the columns 
of the fissured velum), and so high, also, as almost to 
reach the base of the cranium ; so that if I may, here- 
after, be thought to have achieved very little, in eom- 
parison with what future years of experience and 
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improved skill may bring to pass, I have at least 
demonstrated that a very large piece of artificial work 
can be worn in the throat, with ease and comfort, while 
eating, drinking, sleeping, coughing, sneezing, vomiting, 
&c. In a late case, the patient persisted, contrary to my 
advice, in sleeping at night without removing the instru- 
ment. 

" II. It will not be of much use to undertake the case 
of uneducated persons. I recollect that, while in Paris, 
Amusat sent for me one day. On going to his house, I 
found standing about the gateway quite a collection — a 
small crowd, in fact — of cases, of both sexes, of all ages. 
I was obliged to say to him that I could hardly hope to 
do them any good, for they have neither the time nor 
means to spare, and if supplied with the instrument, they 
would not take the proper care of it, nor be likely to 
improve by vocal practice ; and what is more to the point, 
they feel but very little want of anything of the sort. 

" III. Young persons, with palatine fissure, are often 
quite indifferent to the chances of getting relief; the 
reason of which is, that they are not fully aware of the 
extent of their difficulty. They are, perhaps, conscious 
of a want of vocal power, but do not know that they fail 
to articulate the sound of a great many of the letters. 
They do not hear their own voices as others hear them. 

" IV. One of my patients was as much surprised and 
pleased as M. Jourdain (see Moliere's Bourgeois GeniiJr 
hamme), when taking a lesson from his philosophical 
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teacher, on being instructed bow to place and move the 
tougue or lips in order to produce the characteristic sound 
of any given letter, and that such a movement would in- 
Tariahly produce that sound and no other. Of this net-es- 
sity they have never before known, because they were 
without the complete natural mechanism. Sound is the 
natural stimulant of the action of the vocal organs, as 
much as the blood of the heart, the air of the lungs, the 
food of the stomach. If this stimulus of sound cannot be 
confined and coatrollcd for a moment, but if, the moment it 
issues from the glottis, it is di.?sipatcd through the misal 
passages, the tongue aud li^is tlu uut fully get their appro- 
priate stimulus, aud fail to act only in a partial manner. 
In fact, if they were to act with the same rapidity and 
power as in persons with a normal state of the organs, 
the imperfection of speech would be thereby rendered 
more striking, because they force yet more of the sound 
through the nasal passages. The soft palate is the 
iintiigonist of the lips and tongue, in the same manner 
that the thumb is the antagonist of the four fingers. So 
the sound, or voice, or vowels of the alphabet, are grasped, 
impressed, and molded — stamped with constant letters, 
as a coin is struck between iwo dies, or iron is shaped 
by the smith between the hammer and the anvil. If 
one die be wanting, or the iron should be held up in the 
air and stmck, no impression could then be made upon it. 
[ So that a pereon with palatine fissure, instead of beinp 
I instinctively stimulated to perform the act and function 
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of articulation, is instinctively discouraged from such 
efforts, from finding that the sound supplied as the 
material of speech instantly eludes the muscular impact, 
and therefore receives no impression. I have reasons 
for believing, moreover, that in these cases the muscles 
at fhe upper part of the neck, just about the larynx, 
remain in a dormant and flaccid state, because that region, 
just below the jaw, usually has a lean appearance ex- 
ternally ; and, in one case, where the instrument has now 
been worn for years, I know that the neck has acquired 
a more full and fleshy appearance. 

" V. I have been often asked, At how young an age 
may it be practicable or advisable to adapt an artificial 
instrument ? and I have answered. Not younger than 16 
or 17, probably. In this opinion I am by no means fixed, 
or, rather, I have changed to quite a different one, and will 
now answer. At as early an age as the patient has intelli- 
gence enough to handle the instrument, and take the 
proper care of it. The instrument, as made several years 
ago, being so delicate and complicated as to be liable to 
derangement, even in the hands of grown persons, and 
also fastened wholly to the teeth, so that it must interfere 
with the natural growth of the bone, was doubtless 
unsuited for the case of a very young subject ; but as 
now made, without the spiral springs, and supported 
chiefly by the edges of the fissure, it may be adapted, 
in my judgment, with benefit to a child. The natural 
growth and enlargement of the parts would necessitate 
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Noaxts dmnical Analog, 

QuBiititatice and QuAlitntife, witb Qlusttatioiu. Bvo., Cloth, $1,501. 

Walker on Intermarriage. 

Witb Plates. 12mo., Cloth, 75 c«Dta. 

Ryan's PhUosophy of Marriage. 

12mo., Cloth, 75 cents, 

Wytlie's Microscopists' Manual, 

With numerous lUaitratkiiM. Neir Edition. Enlarged. CaotWllJiliTlvAVl 



. Copper Mining, Copper Ores, &o. 

With lUustrationB. l2oio., $1.25. ■ ' '/. \:\'^ 

Wright's American Receipt Bookf 

Containing 3000 BeceipU in all the Useful 




Overman's PracHcud Mineralogy, Assaying and M^ing. 

Second Edition, 12mo., Cloth, 7' 

Darlington's Flora Cestrica. 

Third Edition, 12mo., Sheep. $2.r 

CouUas' Principles of BoUmy. 

12mo., Clolh, 50 oaota. 



LINDSAT * BLAKTSTOITB PUBLrCATIOSg. 

TOMES' 
NEW SYSTEM OF DENTAL SURGERY. 

This book hai Ibe adF&Dtage or being all that could he deatrHl in a Uanui^ of the An, ablj 
B.Uia% B. Toid long fcU in g«D«rat Rurgical literature, BDd well calcuUted to npbald deaCal 
tuTferjr id tba bigb position to wbich il hu altained M & scieatiBc br&ach of the h«a1lDg ftrt. 
To Lbe Ubrarj of connlry practitioners eapecially, it will be an iuTalaabte addition. Liable M 
tbe; &Te, to be more frequently appealed to in osei of dent«i paUiologj' than ibeir brethrM 
In Uie large citiei where (peclaliats abonad, thej- will do veil to fortif; themsel'ei bf acqalr* 
ing the extended ocqaalntance with the lubject thia work wUl afford, — Dublin Medieal Qaaf 
Hrly. 

A System of Dental Surgery, 

ti ^J '^°'"' ToMKS, F.B.S., Dentist to the Dental Hospital of London, 
author of "Tomes' Dental PhysioloEf," &c. &c. With 208 beaati- 
fiUIj ezeeated Illustrations. In One Volume, Octavo. Price, $3.60. 

OPINIONS OF THE PRESS. { 

We now come to the moit important and Interegting work connected with the mbject o^ 
dBniBi snrgerj. The name of the writer would, from hit anlecedenls alone, be snlRcieat t4 
raiae great cipectationa of any coining work from his pen, and luch expectations will not b« 
disappointed iij a pernsal of it- H>> labors and preiioni writings on Ibe subject! which h* 
bas so ligoroualj and aaccessfuUj pMsecuted joatlf cncillei him to the highert rank as a 
phjsiologiiit, and bis last publicatioB adds another to his alrsadjr well deserred honors. Tba 
whole work has been canrollr got ap, and il is impossible to speak loo bighlj of (be Bdmlra- 
Ue rnannet in wbich the illustrations have bean executed. — Sriiiih and Faroj/n Mid. C/iinig. 

The need of a Irnly scientific treatise upon the phjiiologj inct pathotogir of tbe teeth hai 
long been felt in this couDlrjr, especially bf practitioners in tbe rural dtatricts, who hare to 
(tot the part of dendst as well as physician. Tbe work of Ur. Tomes admirablj sappUes Ihtf 
want. It ia tbe production of a master mind, after years af patient labor in an ample field fb^ 
ttbservation and careful in res ti gut ion. — y. T. Journal ef Hedieint. 

Tbe distinguished author has sapplied us with a model of composition at ones puilk 
cbasle, and classical ; and, in taking leave of bim, we beg to declare that his work il one o( 
the noil readable seientiiic books in the En^ish laagaoge.. — X. Am, Mtdieo-Chirurffical 

Tbe sdenliflc repntation of the author, tbe practical character of the work, and tl^ two 
bnndred and eight engraiinga, aieculed in Mr. Bngg's best stjle, must cODStiCUte it the book 
of reference to all practicing the an of dentistry. — Thi Lancit. 

We feel no hesilation in recommending thia as an ably written and Tslaable work, con>? 
tsining mnch origina! matter that cannot be found elsewhere, and calculated to enhance thOj 
rapntatioQ tbe author baa alreadj established, of being an original, pains-taking and CArefult 
obterrer. We iniat that it will meet with a large and extended circnlallon among tbe [irc 
fkssion hire and elsewhere. The letter press, illustrations, and binding, are excellent '•o^^M 
reBecl nach crtdit upon the pobli«kers. — Dental Caata*. 



LnroSlT k VtASISTOlCS PCBLICATIOBS. 

Harris's Principles and Practice of Dental 
Sv/rgery. 

Hy Chapik a. Harris, M.D,, D.D.S., Profeseor of the Pirinciples 
and Practice of Dental Surgery io the Baltimore College of Dental 
Sargery; Member of the American Medical Association, sc. &c. The 
Sevnnth Enlarged EditioQ, with 236 IlluatratioDS- On« ValanM, 
Royal Octavo. Price, $4.00. 
We have rend this eiceliont work wilh much Bfttisfoctlon, and v» mk onl; giting tba 

aolhor tbe credit he moat hoDonbl? deierrvi, vhen ve ist. that the vitwi and oplnioas pal 

forth ia Ibe present IreuCiBe merit the atteotiaa of eicrf lurgeoa i 

to be a abillrul operator ia hU departmeat of piactice, but alio 

Londan Mtdixal Tima. 

Harrises Dictionary of Medical Terminology j 

Dental Surgery, and the Collateral Sciences. A New Edition, with 

8000 New Words. By Chapin A. Harris, M.D., D.D.S., io. to. 

In One Volume, Royal Octavo. Price, {4-50. 

The titla-page of thit irork eiplaioB its chsnctef ; and tbe d«maad Tor a Mcond editiaa 

ihowa thai it hus been fuund userul. It U iatendod, more eipecinll/, for those who ptaciica 

deutal Burger;, than for (he geaeml pmct'it'ioaera of medicioe ; but may be coaaulled adras- 

lageousl/ b; all. The matlLiiIication of works upon deatiltrj, Iheir eitonalre saU. and tbe 

liberal patronage of the soreral scbooU of deotal surgery, constitute an Acaerican peeulinrity 

to «hich DO one has bo much contributed as Profeasor Harrii, vho. by bij Real aod abilily, 

has placed hia prafcsilon upon bigber grounds in tbe United Statea, thoa it enjojv ia aoj aUUt 

countr;. — Southern Mtdicoi and Surgieai Journal, 

Fox and Harris on the Human Teeth : 

Their Natural History and Structure, the Treatment of the Diseases 

to which tber are Subject, the Mode of Insorting Artificial Teeth, &c. 

By Joseph Fox, Surgeon Dentist, Lecturer at Ouy'a Hospita?, 4c.; 

and Chapin A. Harkis, M.D., D.D.S,, Ac. In One Volume, with 

260 lUoatratioaa. Price, QS.OO. 
The present edition corses forth with the adTaatagea of a cBrefut rerl^ton, and tbeiaDctrao 
of a diBtinguisbod tenchcr and practitioner of tbe deatal art. That Ibeae additions ar« jodU' 
eioua, we need no belter guarantee than tbe known competensy of the editor- — Pht i m Jt lfki*- 
Medicai Bzaminer. 

The American Journal of Dental Science. 

Published Quarterly, on tbe First of January, April, July, »i»d Oc- 
tober. Edited by Chapin A. Harris, M,D., D.D.S,, and A. Show-. 
DEN PiQGOT, M.D. Terras of Subscription, $5.00 per Annuio. Two 
Copies for ?9,00, or one Copy for Two Years, if paid for in Ad*aac^> 

This ii the oldest eitabllshed journal in the English language, exatnaiiel; dnotad to that 
intereit of dental ecience ; it baa alnays aimed to elevate the suindard of the profe«sioa, and 
to preaerce io it a bigh mural tone. The edilors, consUuit in their alTorte to tbn and, kan 
also kept in ricw the □ccea^itj' of presenting, in the pogea of llie Journal, euch nialarlBl a*; 
must prore of praclicnl value to the subscribers; and, in order lo keep pace with the odrsaca 
of tbe a;^, and to tmprOTe Its effietencj and increase itt valae. tbey have made arrange- 
meats with many gentlemeo diatinguisbed in the profession, la oocitribnle one, lf>u, or llM*' 
oTLicleg per annum to li« pages, with tlic view of securing a constant supply of origin*! s 
npon eVfry subject embraced within the range of dental practice. Eierj effort will ba 
to give rofieij, oa well an Talne, to its contents. 
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LINDSA7 Ji BIiAKISTOlPa POBUOATIOHB. 

•fafts Practical Treatise on Operative Deniistri/'. 

By JoSATHAH Tabt, D.D.S., Professor of Operative Dentistry in the 
Ohio College of Dt'ntal Surgery, &c. With eighty well-executed Illua- 
trationB. In One Volnme. Price, $2.75. 
An ei&minHtiQD of Ut. Taft'g Irealise eniiblM a9 to ipeak noit fsTorablj of JL It l9 Very 

Uiorough &ad verj' clear, ehowiag that (he author is practically familiar witli the krt nhicb 
be tcaclica. The eogiavinga are nbniiiLaDl and eiceDptit, and, ia Tact, the nhola meehsaiul 
eiecuUoD of Ihe volume ia odmirabla, uid reBocta much ctedil oa the publiibon. — Botun 
Med. and Surg, -Journal, 

Dr. Taft evlncea ui inlimal« And proetioftl knowledgo or whftC be ia writiDg kbout, aHd ia 
■ill case* ojei such aimple and weli-chosea laagunge that there is no mUtakiag the idsA h a 
>i«bes to cnnfCf. Tbii U one of tbe ao«l VAluBible boolu ever published Tor Ibe uae of 
(tudenla of Dental SMTgery.— Chicago Mrd. Journal. 

The book speaks for iliclf. It is moat readable in ita Bljle, carofully aod labotioualj com- 
piled, well ilinslratcd, nud contaiDing mucli valiuble informatioQ. We, lliererore, hail il ix 
moother valnable addition to our stock of lafannation on the anbjpct. — Edinburyk Mtd, Journal, 

EicJiardson^s Practical Treatise on Mechanical 
Dentistry. 

By Joseph Richardsoh, D.D.S., Profeflsor of Mechanical Dentistry 
in the Ohio College of Dental Surgery, &c. In One Volume, Octavo, 
with over 100 beautifully-executed IlfustrationB. Just Ready. Prise, 
13.26. 

Handy'' s TexUBook of Anatomy ^ 

And Guide to DiaBectionfi. For the nse of Stndenta of Medicine and 
Dental Surgery. By Washington R, Handy, M.D., late Profeasor 
of Anatomy and Physiology in the Baltimore College of Dental Sur- 
gery. With 312 Illustrations. One Volume. Price, $3.00. 
We hcurtilj commead it to both Ihe medical and dental profenion, ai a thorough, faithfiili 
and phjBlologicil treatise on anatomj'. — Amrriean Journal of Dental Seitnet. 

Bond's Practical Treatise on Denial Medicine; 

Being a Compendium of Medical Science, as connected with the study 
of Dental Surgery. By TnoMAa E. Bond, M.D., Professor of Special 
Pathology and Therapeutics in the Baltimore College of Dental Sur- 
gery. The Third Edition preparing. One Volume. Price, $ 

We have apokcn, or intended to apeak, heartllj In praise of Dr. Bond's work. It bos nn- 
mifltakahle 'videace of thorough medical science in it« aabject matter, and of a capital author- 
tfalp in iU stjiB and IreatraaDt. — American Midical Journal. 

Piggofs Dental Chemistry and Metallurgy, 

Containing Physiological Chemistry, as applied to Dentistry, &c. 
By A. Snowdbh Piaaoi, M.D., Professor of Practical and An^yttcal 
Chemistry, &c. In One Volume, Octavo. Price, ?3.00. 
We tblnk (he work is one which shonld be in the hands of ererj dentist. Uuch labor 

asd research has hecn spent on it, and an immeDae amount of asefhl Infonnatioa combined 

and given in a verj detirable rortn \o the profewlon. — Duial Rtgiatr. 



LTi*I>BAT * BLAinSTOIPg PtTBLIOATIOKS. 

]^4.GET'S SURGICAL PATHOLOGY. 

'•tlJ " THK SECOND EOITION, MOW READY. 

TheH lectures form the verj buii of J> conect koowledge of lorgicoJ lilseuec, vid beoM 
of oorrcct praatioe. — N. T. Jottmal af Mrdicimt. 

Leckires on Surgical Pathology^ 

I>eliTered &t the Boval College of Sorgeoua of England, bj JakM 
Pagst, F.R.S., late Professor of Anatomy and Surgery to tha GtAa 
lege. Assistant Surgeon and Lecturer on PstKology Kt St. Butholo' 
mew's Hospital. 

SUBJKOTBI 

HTPEBTROPHY, ATBOPHT, BKPAIR, INFLAMMATIOK, KOBTmOATHUI. BPWmC 

DISEASES AND nmOBS. • r " , , " ' "\ 

Second American Edition. With 116 beautifully executed IIlBStratioiis. 
One Volume Octavo. Price, $3.50. 



OPINIONS OF THE PRESS. 

It !l equallj disUngniihed b; the two great qaolilies ef range and clenrseM of tbonghL 
— Sritiih and Foriign Mcdico'CMrurgual Revitic, 



I ceJentiGc and pnctical paial 
■e acquainted. — Utdicai Timu. 



1 b; far tho most Gaiibed 



It ii the cDQtribntlon of an original miDd, npnwiitiDS the Tcmh of ta*Bf y«an at proi 
found reecarch, careful Bind}-, large practieat cipcrience, and wideljr-eitended Tea£a{; Tb« 
book It e[Diaentl5 inatructiTe. — Dublin tjuartrrlf Jvurnal, 

We tbiuk we no Dot err iu eaj-lng that, since the pnblicatioii of Ur. Haater'i voA*, no 
COiUribution bai beeii made in llu Eugligh Uugiuge of ao msch valtie, in S^iyical Ifatholog;, 
. M tbi* of Ur. Paget. — Londan Lancet. ' 

It li a work that canoot tnW to be at once necuMrj and serviceable to the phjticUA aa 
well as the sargson. — Edinburgh Mtdkal and Surgkal Jfumal. 

The apieadid genctaliaaliODB of the beginning of this work, and the lolid Cact* of the 
taUer portioni, reader it a prize both to daring theoretical mindi, and to tb* loran of toimd 
pnatical knowledgt^. — PeniniuLiT ^samnj, 

Mr. Paget has long been ranked among the foremast minds of tli« profesflon In Gnat 
Britain, and bis advantages, both us a teacher and pmctitioncr, hare been adn^rablj tamed 
to account In tbe mnsterlj work before us. — Exaiaina: 

A more compile system of iQatiucllDn in tbe dcp&rtmenlt enbraMd hj tha toaned 
author hna not nppeartd in nnj language. — BoiUin ifidieat oiui Stirficat Jovmal. 

Vie regard the work as one of comprehensive aim, cicculed with a complete knoirledfa 
of tbe yre«ent state of jiathology, togetbcr with a thorough aci^uaiiilance with the vboU 
tang* of ancient and moddra literature. — Sdinbwgk MonlUf, 



UHDBAT « BI.ASIBTON-8 FUBUOATIONB. 

~ TWO NEW BOOKS— JUST READY. 

A TREATISE ON MEDIGAL ELECTRICIT\ 

THEORETICAL AND PRACTICAL, 
AND IT8 USE IN THE TREATMENT OF 

PARALYSIS, NEURALGIA AND OTHER DISEASES. ' 

BY J. ^LTHAXJS, M. D. 
In One Volume, 12mo. Price $1 25. 

"There ewsted ■ hialua in medical lilerWnre on the Bubjecl wliich ihis work mo* 
worthily fills up. Dr. Allhaus' Treatise Je complela, accurate am! scienlific. The book 
ia written in a clear ind tuen elegant ilylo."— Bn'(. and For. Mtd. Ckir. Rtv. 

'■ In Ihe work before us, Dr. Allhaua gives abundanl evidence of bia qualilicationa to 
inTesligBle the therapeutic influence of electrieiiy by a judicious and carefully iSeriati 
■ysiein oF experimeniaiioo. Of its genera] lone and spirit, we can apeak moat favorablrf 

—Ife.tminJKr Rcviclt. <X 

'' Dr. AllhauB has supplied to Iba English profession by far the most elaborate and 
fnl work on the subject upon which it treats extant in our mother longue. The book 
command general reference. We expect 10 see it lor some lir ~ ' 
English work on medical electricity."— Jfcd. Timts and Gaxttlt. 

" A Tery complete and able work, exhibiting the stale of the science in its moil ad- 
Tanced slaeea, and giving a clear account bolfa of ila general und meilical hisiory. [ht. 
Althaus shcwB a perfect knowledge of every department of his etibjecl, and we OR. 
teoommend bis book with pleasure." — Midtttd Circular. 

" No work covering ihe whole ground of medical electricity has, prior to the publico- 
liim of Dr. Althaui' volume, Issned either from the American or EnglisD presi. 
Aside, therefore, from any intrinsic meiilt of ibe book before us, Ihe fact that it is iba 
pioneer in this species of liteiaiure should insure for it the attention and respectful 
•ideralion of the medical profession." — OurrUston tftdicaljournal. ^ 

" Th« entire work is one which, in tbesa days of book making, ii is refreshing to me^ 
with. It ia evidently ibe production of a phiiosopber, and of one who studies hts profA»p 
sioo in the only way in which it ever should be atudied, in a sound apirit of philusbpbf. 
Am) we are but dinchargin^ our duly to our readers in most strongly recommending it M 
their aol'ice."'— Dublin Quarlnty Journal of Mediial Seitnct. 

A GOIDE TO THE PRACTICAL STUDY 

OF 

disej^s:es o:p the e"X"EI 

With aa Oatlias of their Xsdical and OperatiTa TT«atmeBt| 

Br JAMKS DIXON, F. R.C-8., 
"••' Surgeon to the Boyal London Oplhalniio Hospital, &o., *o. ' 

lo PROM THE SECOND LONDON EDITION. ■ JK 

"'We have no hesitation fn reiterating the stmng eipreaalons of commmidaiioii whUfa a^ 
eompanieil our former analysis of Mr. Dixon's work, and urging its study upon Uioae of oat 
readers who are desirous of obtaiuiag sound Informatign in tbe important branch iil If edivol 
ScienCBS to which il rfi\^{ea.—Briliih and Fortign Medico- Chirurgi-:al Rauictr/' 

This Second Edition is bolh enlarged and improved and we can recommend 
Iba. wuik to be really what it profesaes — a gnide — and a very useful and iruatworiby one 
10 the practical study of diaeaaes of ibe eye. — M»d. ""' ' " 
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LUTDSAT k BLAKISTON'S PUBLIC ATIOKS. 

MANUALS AKP POCKET COMPANIONS 

FOB. PHYSICIANS AND STUDENTS. 

MendenhaWs Yade Mecum. 

A COMPENDIUM OF 

Anatomy, Obstetrics, 

7\_ Phyeiology, Diaeaaes of the Skin, lllfl 

Chemistry, Materia MedtcB, 

The Practice of Medleine, Pharmaoy, 

Surgery, Poisons, &c. &c. 

By GsoROE Mendenrall, M.D., Professor of Obstetrics, and the Dis- 
eases of Women and Children, in the Ohio Medical College, Member 
of the American Medical Association, &,& &c. With over 200 UIiiA- 
trations. Sixth Edition. Price, 92.00. 

Middle's Review of Materia Medica, 

For the Use of Students. By Jons B. Biddlb, M.D., late FrofeBSor 
of Materia Medica in the Iirtinklin Medical College, Fellow of Um 
College of Physicians, &c. Price, 81.00. 

Murphifs Review of Chemistry^ 

For Students. Adapted to the Courses as Taught in the PriodMl 
Medical Schools in the United States. By JoHH G. MlTBPBX, H.D. 
In One Volume. Price, ftl.OO. 

JPereira^s Physician's Pochst Prescripiioti-Book; 

Containing Lists of Terms, Phrases, Contractions, and Abbreviations, 
used in Prescriptions, with E:tpIanatory Notes. Also, the GramtBati- 
cal Constructions of Prescriptions, &c. ; to which is added a Key, 
containing the Prescriptions in an unabbreviated Form, with a Literal 
Translation, intended for the use of Medical and PharmaoeBtiotl Stti- 
dents. By Jonathajj Pereira, M.D., F.R.S., &c. Second Anieri> 
can, from the Twelfth London, Edition. Price, 63 oent% in Clqtfi ; 
75 cents, in Tucks, with Po«ket. ' 

Wythes' Physician's Pocket Dose and Symp- 

tom^Book; 

Containing the Doses and Uses of all the Principal Articles of the 
Materia Medica and Chief Officinal Preparations; also, Tables of 
Weights and Kleasures, Rules to Proportion the Doses of Medtctnee, 
Common Abbreviations Used in Writing Prescriptions, Table of Poi- 
sons and Antidotes, Dietetic Preparations, Table of Symptomatolo^, 
and Outlines of General Pathology and Therapeutics. By Josbph H. 
Wythes, M.D., author of "The Microscope," "Curiosiliea of the 
Microscope," &c. &c. Second Edition, Revised and Improved. I^ioe, 
63 cents, in Cloth ; 75 cents, in Tucks, with PockeU 



LtSDSAT * BLAKtarOIPS PtTBLtOATHJHS. 

Wythes' Microscopisi s Manual 

Being a Complete Manual for the Use of the Microscope. B/ JosipH 
**' ' H. Wytbes, M.D. A New, Revised and Enlarged Edition. Beaati* 
fully Illuatrated. Price, {1.25. 

iRamls Outline of Medical Chemistry, 

For the Use of Studenta. By B. Howard Rand, M.D., Professor of 

Chemistry in the Philadelphia College of Medicine, &c. Price, $1.00, 

Rees^s Analysis of Physiology: 

Being a Condensed View of the most important Facts and Doctrines, 
designed especially for the Use of Students. By John J. Rbbsb, 
M.D., Professor of Medical Chemistry and Pharmacy in the Pennsyl- 
▼ania Medical College, Physician to Wills' Hospital, &c. Second 
Edition, Enlarged. Price, $1.50. 

jReese's American Medical Formulary. 

Including numerous Standard Formulse, derived from American and 
European Authorities, together with the Medical Properties and Ueef 
of Medicines ; Poisons, their Antidotes, Tests, kc. By John J. Rebsb, 
M.D. Price, $1.00. 

Heese^s Syllabus of the Course of Lectures on 
Medical Chemistry ; 

Delivered in the Medical Department of Pennsylvania College. B 
John J. Reese, M.D., Professor of Chemistry, ke. Price, $1.00 

An English and German Clinical Phrase-B 

Containing the usual Questions and Answers employed in Exr^'"" "* 
and Prescribing for Putients, Questions in Asking for andMitUatW 
Medicijies, &c. ; with an English-German and German-Engl 
nouncing Lexicon of all the words occurring in the Phrases, 
. chief Technical Terms of medical writers and apothecaries, l 
'tieal Appendix, Table of Idioms, &c. Designed to aid Physii 
Surgeons in Hospitals, Aims-Houses, and Private Practi 
Dinggists and Pharmaceutists in Dispensing their Prescripl^i Surgery i» 
MoNTOOMBRT JoHNS, M.D. Price, in Half Roan, $1.25 
Tfith Pocket, $1.50. 

Hasting^s Minor Surgery. 

Including Bandaging, the Application of Dressing, 
HASTrsos, M.D., late Lecturer on Operative Surgerv 
tomy, &c. With 145 Illustrations. Price, $1.50, " 




RanTdvufs Half- Yearly Abstract of the Medical 

Sciences. 

Contains a Practical and Analytical Digest of all that is 'valoable^ 
the principal Medical Periodicals of the Gontisunt cf Surope, Ortat 
, J Britain, and the United Statet, together with a Series of Critical Re- 
J'f?'. porta on the Progress of Medicine and the Collateral Sciences. 

IT IS PUBLIBBBD 

IN JANUARY AND JULY OF EACH YEAK. 

JIT OULT 93.00 FEE AXTHJIL 

And tent PosCoffe free ichen paid for in odvaneB. 

Each number contains over 300 closely printed Octavo Pages. 

EDITED BT 

W. H. RANKING, M.D., AND C. B. BADCLIFFE, M.D 
OOMPI.ETE SETTS, 

OF WHICH i FEW ONLY NOW REMilH, CiM BK FimKIBHSD 

Al }S.OO per Tolume, boand In Leather, or $l.il) per Volnnie, boBsd in balf CML 

Had VoCunt conlcining One Year. 
i\i* Mo. 81, POE JULT, leeo, IB TTOW IlEADT. 

l^V 

OPINIONS OF THE PEB8S. I 

(^''^is IE certainly the most practlcftllj' aieful Periodical of the day, and one which, in poinl 
CO^irest and ulility to the profession, has none to equal it.— JV. 1". Mtd. and. Surf, Siparnr- 
"^ c^anot lao aUaagif nrge upon our readers th« imporUnce of taking Xhit thttp and 
dents, work.— A^. O. Med. and Surg. Journal. 

can, Mig a publicatioa oa a aamewbat difTereot plan from Braithwoile'i Retroiptct, over 
75 celf ■ posSGBECS advactBgei in the better arrangement and lelection of its snbjecti, and 
y jn coDtaiain); condensed IteporU on ths Tarious brancliea of Medical Science. — 

'S ■<"' 



Wptkei 

frkm /? "*' ** "'''^'** *" °^ Btertlog Talne, cuUed from the most approTcd lonrces in 
(^/ll~lSk _jjl(^l poblilationB.— Jwlon Mtd. and Surg. Journal, 
Contain! ^ya a wakorao viaitor. — Soulhem Sled, end Surg. Jovntal. 

Muterta an the compass of a te'n'pnges, the guuMuicncf oF all the improTemeola inlfedkiH 
Weights ■■ — Ohio Mid. and Surj. Journal. 

Commoa .'^ioaer should neglect to supply himself with so valuable a source of infomution^ 
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